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COMPLETED  U-LAHE  INTERSTATE, 
INVENTORY  OF  SAFETY  FEATURES 

Introduction 


A  field  survey  was  conducted  by  this  firm  during  the  Pall  of  1970  for  the  purpose  of 
obtaining  an  inventory  of  all  existing  roadside  appurtenances  located  within  thirty 
feet  from  the  edge  of  traveled  lane,  or  ramp,  on  the  completed  A-Iane  Interstate 
Highway  and  Interchanges  within  the  State  of  Montana,  as  shown  on  the  Index  Map. 
This  work  was  performed  under  Highway  Planning  and  Research  Contract  No,  HPR-1(9) 
for  the  Montana  Highway  Coimiission,  in  cooperation  with  the  U.S.  Department  of  Trans- 
portation, Federal  Highway  Administration,  Bureau  of  Public  Roads, 

Standards  set  forth  in  the  AASHO  publication  "HIGHWAY  DESIGN  AND  OPERATIONAL  PRACTICES 
BELATED  TO  HIGHWAY  SAFETY,"  1967,   (The  Yellow  Book)  were  used  as  the  guidelines  for 
performing  this  work.     In  addition,  other  reference  publications  by  the  Federal  High- 
way Administration,  Highway  Research  Board,  and  Texas  Transportation  Institute  were 
used  to  supplement  Che  Yellow  Book. 

Base  drawings  of  all  completed  Interstate  Highway  and  Interchanges  included  In  this 
Inventory  were  prepared  from  the  Montana  Highway  Commission  Sign  Plans  and  Plan  and 
Profile  project  drawings. 

The  survey  was  performed  using  a  ROL-A-TAPE  attached  to  the  survey  vehicle,  and  driving 
the  lane  or  ramp  shoulder  for.  the  area  being  surveyed.    This  method  was  adopted  as 
being  the  most  feasible  for  obtaining  the  required  information.    As  a  result,  there 
were  measurement  distortions  within  horizontal  and  vertical  curves.    This  was  mini- 
mized by  pro-rating  the  measured  distances  to  the  horizontal  distances  taken  from  the 
plan  and  profile  drawings,  wherever  possible.    Color  photographs  were  taken  of  all 
significant  and  typical  hazards  during  the  field  survey.     Data  obtained  from  this 
field  survey  was  then  plotted  on  the  base  drawings. 


The  base  drawings  and  field  notes  were  then  used  to  tabulate  the  data  on  inventory  sheets 
under  three  headings:     (1)    Guardrail  inventory,  (2)    Sign  and  Light  Inventory,  and  <3) 
Misc.  Roadside  Hazard  Inventory.    The  "Immediate  Haaard"  column  on  all  three  Inventory 
forms  was  completed  if  the  object  under  consideration  was  substandard  to  criteria  contained 
in  the  above  mentioned  guidelines.    No  other  attempt  was  made  to  classify  the  hazard,  if 
one  existed. 

Symbols  contained  In  the  Legend  are  used  to  denote  the  inventory  heading.    Each  inventory 
listing  is  cross-referenced  to  drawing  and  photo  page  number,  and  photo  number.     The  photo- 
graphs are  also  cross-referenced  to  drawing  page  number  and  F.A.P.  nUmbet  under  which  the 
project  v6s  constructed. 

The  inventory  is  complete  at  the  time  of  survey,  and  we  feel  it  will  prove  to  be  a  very 
useful  aid  in  developing  an  improvement  program  to  update  the  surveyed  Interstate  Systems 
to  current  standards. 

Respectfully  submitted, 
2UCK  ENGINEERING  CO. 


LeRoy  D.  Zuck, 
Partner 
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S.B, 

2-   to  4 '  -RT 

No 

Wood 

22" 

12 '-6" 

No 

Yes 

Yes 

Begins  at  bridge  end. 

8 

5 

36-4 

512  +  40 

518  *  97 

S.B, 

2'  to  10' -LT 

No 

Wood 

23" 

12'-6" 

No 

No 

Yes 

Ends  at  bridge  end. 

8 

513  +  65 

518  +  97 

N.B. 

lO'-RT 

No 

Wood 

23" 

12'-6" 

No 

No 

Yes 

Ends  at  bridge  end. 

8 

PAGE    NO  I 


GUARDRAIL  INVENTORY 

INTERSTATE     SYSTEM  '-''-'^  


RAP  NO-  1-10-15-2(16)126 
1-15-2(14)127 


STATION 

LANE 

OR 
RAMP 

OtSTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRO 

POSTS 

ANCH 
TO 

D  b 

IMM 
HAZARD 

REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

FROM 

TO 

AND 

ANCM, 

TYPE 

HGHT 

SPACING 

BLOCK 

OUTS 

fil7  +  BS 

51fi  +  97 

S.B, 

4'  to  2'-LT 

Ho 

Wood 

25" 

12'-6" 

No 

No 

Yes 

Ends  aC  bridge  end. 

Q 

O 

J  L  1  w 

End  I-IG-15  2(16)126 

^  - 

Begin  1-15-2(14)127 

BUTTE  URBAN 

520  ♦  65 

525  +  95 

S.B. 

2*  to  10' -LT 

Ho 

Wood 

22" 

12 --6" 

No 

No 

Yes 

Begins  at  bridge  end. 

O 

c 

J 

J?  -  y 

520  +  65 

521  +  71 

S.B. 

2'  to  4'-RT 

No 

Hood 

22" 

12' -6" 

No 

No 

Yes 

Begins  at  bridge  end. 

a 

5 

55-5 

520  +  65 

521  +  80 

N.B. 

2-  to  4'-LT 

No 

Wood 

25" 

12' -6" 

No 

No 

Yes 

Begins  at  bridge  end. 

b 

5 

35-5 

520  ♦  65 

525  +  50 

H.B. 

2'  to  10' -RT 

No 

Wood 

23" 

12'-6- 

Ho 

No 

Yes 

Begins  at  bridge  end. 

8 

531  +  42 

544  +  05 

N.B. 

4'-LT 

No 

Wood 

22" 

12* -6" 

No 

Yes 

a 

9 

596  *  20 

596  ♦  55 

S.B. 

6*-LT 

No 

Wood 

22" 

12'-6" 

No 

Yes 

10 

6 

35-7 

599  ♦  30 

604  +  13 

S.B. 

lO'-LT 

No 

Won't 

23" 

12 '-6" 

No 

No 

Yes 

Ends  at  bridge  end. 

10 

6 

3it-8 

599  +  14 

604  +  49 

N.B. 

10' -RT 

No 

Wood 

24" 

12" -6" 

No 

No 

Yes 

Ends  at  bridge  end. 

10 

6 

54-8 

599  +  70 

615  +  60 

S.B, 

4'-LT 

No 

Wood 

24" 

12 '-6" 

No 

No 

Yes 

10 

6 

54-8 

603  +  17 

607  +  47 

S.B. 

4'-Kr 

No 

Wood 

22" 

12 "-6" 

No 

No 

Yes 

10 

6 

54.  8 

617  +  15 

645  +  40 

S.B. 

4'-Kr 

No 

Wood 

22" 

12 '-e" 

No 

No 

Yes 

10 

11 

Begin  Harrison  Avenue  Interchange 

Begin  "E-1"  Baup 

606  +  05 

60S  +  00 
■'E-2" 

"E-1" 

2*  to  6'-LT 

No 

Wood 

23" 

12'-6" 

No 

No 

Yes 

Begins  at  bridge  end,  ends  on  "E-2"  Ramp 

lo 

End  "E-1"  Ramp 

Begin  "E-2"  Ramp 

605  +  75 

619  *  00 

"E-2" 

6'-LT 

No 

Wood 

22" 

12' -6" 

No 

1  n 

End  "E-2"  Remp 

PAGE  NO. 


GUARDRAIL  INVENTORY  F  A.P  NO.   I-15-2<  W)127 

INTERSTATE     SYSTEM     I -13  1-115-2(5)126 


STATION 

LANE 

OH 
RAMP 

DISTANCE  F«OM 

EDGE  OF 
TRAVELED  LANE 

FLRD. 

POSTS 

ANCH 
TO 

a  E 

IMM. 
HAZARD 

PHOTOGRAPHS 

FROM 


TO 

AND 

ANCH 

TYPE 

HGHT 

SPACING 

SLOCK 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Begin    E-3  Ranp 

'614  +  70 

618  +  97 

fir? 

0  ~Kl 

no 

Wood 

22" 

12'-6" 

No 

Yas 

10 

End  "E-5"  Ramp 

n       _'          tin      /II      w\  — 

BeKin  "E-4"  Elaiiip 

606  +58 

613  +  15 

"E-4" 

6'-RT 

No 

Wood 

22" 

12 "-6" 

No 

Yes 

10 

End  "E-4"  Raniii 

Begin  "E-5  Ramp 

596  +  20 

596  +  55 

"E-5" 

6 '  -RT 

No 

Hood 

22" 

12'-6" 

No 

Yes 

Begins  on  S.B.   lane  o£  1-15. 

10 

6 

55-7 

5')7  +  00 

601  +  00 

"E-5" 

6 '  -RT 

No 

Wood 

22" 

12-  -6" 

No 

Yes 

10 

End  "E-5"  Ranp 

BeRin  "E-6"  Ramp 

594  +  95 

601  +  55 

•■E-6" 

6*-LT 

No 

Wood 

20" 

12'-6" 

No 

Yes 

10 

End  "E-6"  Rano 

End  Harrison  Avkhuq  Interchange 

627  +  57 

633  +  23 

1 0     -  Kl 

NO 

Wood 

23" 

12'-6" 

No 

Yes 

10 

648  +  00 

661  *  20 

N.B. 

4'-LT 

No 

Wood 

2  V 

12" -6" 

No 

Yes 

10 

End  1-15-2(14)127 

Beem  1-115-2(5)126 

WEST  BUTTE  SPUR 

457  +  27 

442  +  70 

E.B, 

10  -RT 

les 

VOOU 

till 

f>  -J 

les 

453  +  lO 

454  *  50 

It  D 

M  -LI 

IBS 

Wood 

27" 

e'-i" 

ies 

1  Oa 

455  +  15 

454  +  60 

U.B. 

4  '-RT 

Yes 

Wood 

27" 

6'-3" 

Yes 

No 

Y«s 

13 

455  +  77 

4  56  +  88 

E.B. 

4  '-LT 

Yes 

Wood 

27" 

6 '-3" 

Yes 

No 

Yes 

15 

455  +  55 

456  +  85 

E.B. 

lO'-RT 

Yes 

Wood 

27" 

1  6'-5" 

Yos 

^0 

Yes 


13 

PAGE  NO.^ 


GUARDRAIL  INVENTORY 

INTERSTATE     SYSTEM  ^.a^  


FA.P    NO  1-115-2(5)126 

I_IG-15-2(17>130 


STATION 

LANE 

OH 
RAMP 

DISTANCE  FROM 
EDGE  OF 

TRAvbLtO  LANt 

FLRD 

POSTS  ANCH 

HAZARD 

DWG 

PHOTOGRAPHS 

REMARKS 

PAGE 
NO 

NO 

n  V  1  W 

NO 

PROM 

TO 

AND 

AnLn. 

TYPE 

HGHT 

SPACING 

BLOCK 
OUTS 

TO 
B  E 

462  +  80 

E.B. 

6 '-IT 

No 

Wood 

27" 

12 '-e" 

No 

Yes 

Mounted  in  curbed  median.   

13 

8 

37-11 

1,62  +  55 

475  +  70 

E,3, 

10'  to  2'-RT 

Yes 

27" 

6'-3" 

Yes 

No 

Yes 

13 

470  *  00 

476  +  60 

W.B. 

6*  to  2'-LT 

Yes 

Wood 

27" 

6'-5" 

Yes 

No 

Yes 

13 

8 

37-12 

471  +  70 

484  +  52 

W.B. 

4'  CO  10" -LT 

No 

Uoo^ 

24" 

12'  -6" 

No 

No 

Yes 

13 

8 

38-1 

484  +  15 
484  +  00 

4  64  +  44 

E.B. 

10'- RT 

Yes 

Woo  a 

27" 

6 '-3" 

Yes 

No 

Yes 

13 

  BegLn  Excelsior  Aveiiue  inLercnanRe  

—  



v«                 rift     '^11     n  ■> 

Begin    E-2    Ramp  ^  

454  +  88 

475  +  12 

"t;_2" 

10" -LT 

Yes 

Wood 

27" 

6'-5" 

Yes 

15 

End  "E-2"  Ramp 

End  Excelsior  Avenue  Interchange 

End  1-115-2(5)126 

12  +  85 

25  +  15 

S.B. 

10 '-U 

No 

Wood 

25" 

12 '-6" 

No 

No 

'I'es 

14 

8 

33-)2 

20  *  55 

21  +  64 

N.B. 

4  ■  -:.T 

No 

Wood 

23" 

12 '-6" 

No 

No 

Yes 

Ends  at  bridge  end. 

14 

8 

33-iJ 

25  +  57 

24  +  64 

N.B, 

10' -UT 

No 

Wood 

23" 

12'-6" 

No 

No 

Yes 

Begins  at  bridge  end. 

14 

8 

35-12 

25  +  57 

24  *  68 

S.B. 

4'-irr 

No 

Hood 

25" 

12 '-6" 

No 

No 

Yes 

Begins  at  bridge  e-id. 

8 

33-12 

51  +  85 

52  +  Oj 

S.B. 

lo'-^T 

No 

Wood 

23" 

6'-3" 

No 

Yes 

li 

9 

31-2 
53-3 

Begin    B-l  Kamp 

37  +  77 

48  ♦  00 

"B-1" 

6 '  -KT 

No 

Wood 

25" 

12' ~6" 

No 

Yes 

15 

9 

3;-i 

38  +  37 

38  +  75 

"B-l" 

4'   to  6'-LT 

No 

Wood 

2V' 

12'-6" 

No 

Yes 

15 

9 

3  >0 
53-6 

End  "B-l"  Baup 

Be?;:  i  "B-2"  Ramp 

15  +  00 

27  +  10 

"8^2" 

4  '  -RT 

No 

Wood 

23" 

12'-6" 

No 

Yas 

l'- 

15 

9 

33-fi 

PAGE    NO.  L 


GUARDRAIL  INVENTORY                 fa  p  no  i  ig-is-zcivus. 

INTERSTATF      RYRTFM  1-15 

STATION 

LANE 

OR 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRD 
AND 
ANCH. 

POSTS 

ANCH 
TO 

B.  E- 

tMM. 
HAZARD 

DWG 

PHOTOGRAPHS 

FROM 

TO 

TYPE 

HQHT 

SPACING 

aLOCK 
OUTS 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO. 

27  +  84 

2a  +  22 

"B-2" 

4'   to  6'-UT 

No 

Wood 

23" 

12 "-6" 

tio 

Vas 

15 

9 

JJ-5 
33-6 

30  +  73 

48  +  00 

'■B-2" 

6'   to  10' -LT 

No 

Wood 

23" 

12 • -6- 

No 

Yes 

15 

End  "B-2"  R^p 

Be^Ln  "B-3"  Rarap 

9  +  64 

21  +  64 

"B-3" 

lO'-RT 

No 

Wood 

23" 

12'-6" 

No 

So 

Ends  at  bridge  end. 

14 

End  "B-3"  Raup 

BetUn  "B-4"  Ramp 

16  +  62 

17  ♦  00 

•'B-4" 

6'-.Ki: 

No 

Wood 

25" 

12 ■ -6" 

No 

Yes 

14 

9 

35-5 

End  "B-4"  Racnp 

End  East  Butte  Intecchange 

End  I-IG-15-2(17)130 

PAGE  NO. 


GUARDRAIL  INVENTORY                 ^^-^  no.  i.i5-3ci5)i'i 

INTERSTATE  SYSTEM 

 1  r 

STATION 

LANE 

OR 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TftAVELEO  LANE 

FLHO. 

POSTS 

ANCH 
TO 

B.  E 

IMM. 
HAZARD 

OWG 

PHOTOGRAPHS 

REMARKS 

PAGE 
NO 

RASE 
NO 

PHOTO 
NO 

FROM 

TO 

AND 

ANCH. 

TYPE 

HGHT 

SPACING 

SLOCK 

OU  TS 

Begin  1-15-3(15)175 

CUV;iCY  NORTH  AMD  SOUTH 

304  +  25 

H.B. 

10' -RT 

Yes 

Wood 

26" 

6'-3" 

Yes 

Yes 

16 

10 

4T-6 

303  +  13 

S.B, 

10- -LT 

Yes 

Wood 

27" 

6'-3" 

Yes 

Yes 

16 

1  0 

49-6 

304  +  25 

305  +  35 
340  +  48 

N.B. 

10' -RT 

Yes 

Uood 

27" 

6 '-5" 

Yes 

Yes 

16 

10 

49-7 

339  +  35 

342  +  08 

S.B. 

10 '-LT 

Yes 

Wood 

27" 

6'-3" 

Yes 

Yes 



16 

1^ 

340  ♦  95 
365  +  78 

373  +  60 

N.8. 

lO'-RT 

Yes 

Wood 

24" 

6 '-3" 

Yes 

Yes 

16 

10 

49-8 

566  *  35 

376  +  35 

S.B. 

11 '-LT 

Yes 

Wood 

26" 

6  ■  -  3" 

Yes 

Yes 

16 

367  +  41 

369  *  41 

N.  B, 

4'  to  3'-LT 

Yes 

Wood 

27" 

6'-3" 

Yes 

Yes 

Ends  at  bridge  end. 

16 

10 

49-8 

570  +  59 

372  *  57 

S.B, 

3'  to  lO'-BT 

Yes 

Wood 

27" 

6' -3" 

Yes 

Yes 

Begins  at  bridge  end, 

16 

Begin  Clancy  Interchange 

Begin  "G-2"  Rarap 

370  +  70 

12  *  50 

"G" 

"G-?' 

6'-LT 

Yes 

Wood 

30" 

6'. 3" 

Yes 

16 

575  +  50 

379  *  00 

■■G-2" 

6'-LT 

Yes 

Uood 

27" 

6 '-5" 

Yea 

16 

End  "G-2"  Ramp 

End  Clancv  Interchange 

597  +  90 

408  *  60 

S.B. 

10'  to  11' -LT 

Yes 

Wood 

27" 

6'-3" 

Yes 

Yes 

17 

400  *  40 

402  +  49 

H.B. 

4'  to  3'-LT 

Yes 

Uood 

27" 

6'-3" 

Yes 

Ves 

Ends  at  bridge  end. 

17 

10 

49-9 

401  +  25 

402  *  49 

N.B, 

lO'-RT 

Yas 

Wood 

27" 

6'-3" 

Yes 

Yes 

Ends  at  bridge  end. 

17 

\n 

49-9 

403  +  27 

405  *  58 

S.B. 

4'  to  3'-BT 

Yes 

Wood 

27" 

6  -5 

les 

Yes 

Begins  at  bridge  end. 

17 

End  1-15-3(15)175 

PAGE  N0._^ 


GUARDRAIL  INVENTORY                 fapno  i-iG-i5-3te)i77 

INTERSTATF      .SYSTFM  1-15 

STATION 

LANE 

OR 
RAMP 

DISTANCE  fROU 

EDGE  OF 
TRAVELED  LANE 

FLRD 

AND 

ANCH 


POSTS 

**  p>^  n 

TO 
B  E 

IMM. 
HAZARD 

DWG 

PHOTOGRAPHS 

FR  OM 

TO 

TTPE 

HGHT, 

SPACING 

BLOCK 
OUTS 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 

NO 

Begin  1-10-15-5(8)177 

MONTANA  CITY  NORTH  AND  SOUTH 

515  +  8A 

532  *  54 

S,B. 

12' -LT 

Yes 

Wood 

27" 

6' -5" 

Yes 

19 

5ltl  +  50 

609  +  60 

S.R. 

12'-LT 

Yes 

Wood 

27" 

6'-3" 

Yes 

Yes 

20 

5^6  +  00 

551  +  96 

N.B, 

11'  to  lO'-RT 

Yes 

Wood 

27" 

6 '.3" 

Yes 

Yes 

Ends  at  bridge  end. 

20 

550  +  on 

551  +  96 

N.B. 

4'   to  3'-LT 

Yes 

Wood 

27" 

6'-3" 

Yes 

Yes 

Ends  at  bridge  end. 

20 

10 

49-11 

555  +  60 

555  +  63 

S.B. 

4'   to  3'.FrF 

Yes 

Wood 

27" 

6' -3" 

Yes 

Yes 

Begins  at  bridge  end. 

20 

620  +  94 

641  +  54 

S.B. 

12'  to  lO'-LT 

Yes 

Wood 

27" 

6'-3" 

Yea 

Yes 

21 

621  *  08 

643  +  24 

N.  B, 

11"   to  lO'-RT 

Yes 

Wood 

27" 

6'-;" 

Yes 

Yes 

- 

21 

628  *  58 

631  +  27 

N.B. 

4-    to  5'-RT 

Yes 

Wood 

27" 

6' -3" 

Yes 

Yes 

Ends  at  bridj^e  end. 

21 

632  +  B5 

635  +  06 

S.B. 

4"   to  3'-Rr 

Yes 

Jood 

27" 

6'-3" 

Yes 

Yes 

Begins  3t  bridge  end. 

21 

10 

49-12 

663  +  60 

666  +  50 

N.B, 

25'  to  le'-KT 

Yes 

Wood 

25" 

6'-3" 

Yes 

22 

10 

50-1 

f,r3  +  Oi' 

666  +  47 

N.B. 

25-  to  16 '-LT 

Yes 

Wood 

25" 

6 '-5" 

Yes 

22 

10 

50-1 

665  +  9^ 

666  +  47 

S.B. 

25'   to  16'-.RT 

Yes 

Wood 

27" 

6  "-3" 

Yes 

22 

664  +  95 

666  +  85 

S.B. 

26'  to  16'-LT 

Yes 

Wood 

27" 

6 '-3" 

Yes 

22 

Begin  Montana  City  Interchange 

Begin  "M-2"  Kamp 

669  +  40 

677  +  25 

"M-2" 

7'-LT 

Yes 

Wood 

27" 

6'-3" 

Yes 

22 

End  "M-2"  Ramp 

Begin  "H-4"  Ramp 

656  +  36 

660  +  50 

"M-4" 

7'-RT 

Yes 

Wood 

27" 

6' -J" 

Yes 

22 

End  "M-4"  Ramp 

1 

Begin  "M"  Line 

248  +  94 

"M-3" 
675  +  60 

"M' 

Yes 

Wood 

27" 

6 '-3" 

Yes 

No 

Ends  or  "M-3''  Ramp 

22 

"M-3" 

^IM  *  87 

255  +  61 

ii '  -RT 

Yes 

Wc"»d 

27" 

6-  -3" 

Yes 

Ye  = 

Be^^ns  on  the  "M-S"  Ramp. 

1  1 

PAGE    NO  L 


GUARDRAIL  INVENTORY 

INTERSTATE     SYSTEM  Ld!_ 


FA.P    NO.  I-IG-15-3{8)177 


STATION 


FROM 


250  *  57 


,88  *  W 


690  +  A3 


714+77 


754  +  90 


755  +  QO 


755  ■+00 


755  +  64 


TO 


LANE 

OR 
RAMP 


255  +  44 


"M" 


691+10 


696  ♦  70 


752+85 


757  +  07 


757  +  75 


757  +  75 


757  +  70 


II.  B. 


S.B. 


DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 


FLRO 
AND 
ANCH 


POSTS 


4'  to  6'-LT 


lO'-fiT 


N.B. 


N.B, 


N.B. 


S.B. 


S.B. 


JO'-LT 


10' -BT 


19'  to  ll'-BT 


25'   to  17 '-LT 


Yes 


Yes 


Yes 


Yes 


Yes 


TYPE 


Wood 


Wood 


Mood 


HQHT 


27" 


27" 


27" 


Wood  27" 


Wood 


27" 


Yes 


25'  to  17'-Rr  Yes 


30'   to  21'-LT 


Yes 


Wood 


Wood 


Wood 


27" 


27" 


27" 


SPACING 


BLOCK 

OUTS 


6 '-5' 


6 '-5" 


6'-y 


6 '-3" 


6 '-3" 


6'-3" 


6'-5" 


6'-.J" 


Yes 


Yes 


Yes 


Yes 


Yes 


Yes 


Yes 


Yes 


ANCK 

TO 
8  E 


Yes 


IMM 
HAZARD 


REMARKS 


End  "M"  Line 


End  Montane  City  Interchange 


End  I-IG-15-3(8)1''7 


OWG  PHOTOGRAPHS 


PAGE 
NO 


22 


23 


25 


23 


23 


25 


25 


25 


PAGE 
NO 


n 


11 


PHOTO 
NO 


50-2 


50-2 


PAGE  NO. 


GUARDRAIL  INVENTORY 

INTERSTATE     SYSTEM  i-i^ 


FA.P  NO.-    UIG-ING-15-6(<1)182  U2 


STATION 

LANE 

OR 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRD 

POSTS 

ANCH 

IMM. 
HAZARD 

DWG 

PHOTOGRAPHS 

c  B  n  u 
FROM 

TO 

AND 

ANCH 

TYPE 


HGHT 

SPACtNG 

BLOCK 
OUTS 

TO 

B.  E. 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 



Begin  1-IG-ING-15-4C4) 182  U2 

LEJTS  S  CIARK  CO.  LINE  -  NORTH 

68  *  75 

73  +  90 

N.B. 

10' -RT 

No 

Cone, 

24" 

12' -6" 

No 

Yes 

25 

69  +  42 

72  +  54 

S,B. 

10' ^LT 

Yes 

Cone, 

25" 

12' -6" 

Yes 

Yes 

25 

69  +  00 

91  +  85 

S.B. 

10' -LT 

No 

Cone. 

23" 

12- -6" 

No 

Yes 

25 

11 

50-6 

89  +  20 

94  +  45 

N.B. 

lO'-BT 

No 

Cone, 

24" 

12'-6" 

No 

Yes 

25 

100  +  45 

105  +  75 

S.B. 

10' -LT 

No 

Coiio. 

24" 

12' -6" 

No 

Yes 

26 

100  +  67 

104  +  76 

N.B. 

10" -RT 

No 

Cone, 

24" 

12 '-6" 

No 

Yes 

26 

121  +  70 

122  +  08 

N.B. 

4'-l,T 

No 

Uood 

24" 

6' -3" 

No 

Yes 

26 

12 

50-10 

121  +  70 

122  +  09 

N.B. 

6'  -iO" 

No 

Wood 

24" 

6'-5" 

No 

Yes 

26 

12 

50-10 

133  +  68 

154  +  06 

N.B. 

4'-LT 

No 

Wood 

24" 

6 '-3" 

No 

Yes 

26 

12 

50-11 

133  +  68 

154  +  05 

N.B. 

6'-RT 

No 

Wood 

24" 

6 '-3" 

No 

Yes 

26 

12 

50-11 

146  +  68 

159  +  85 

N.B. 

10'   to  2--RT 

No 

Cone. 

24" 

12'-6" 

No 

No 

Yes 

Ends  et  bridge  end. 

26- 
27 

147  +  70 

160  +  10 

S.B. 

10'  to  2'-LT 

No 

Cone , 

23" 

12' -6" 

Ho 

No 

Yes 

Ends  at  bridge  end. 

26- 
27 

15 

50-3 

159  +  40 

159  +  85 

N.B. 

4-  to  2'-LT 

No 

Cone . 

25" 

12 "-6" 

No 

No 

Yes 

E-ids  at  bridge  end. 

27 

13 

50-3 

Begin  Colonial  Club  Interchani^e 

Begin  "C-1"  Line 

51  +  40 

58  +  75 

"C-l" 

8'  to  2'-LT 

Yes 

Cone, 

27" 

6'-3" 

Yes 

No 

Yes 

26 

63  +  19 

65  +  57 

"C-1" 

6'-RT 

No 

Wood 

23" 

6- -3" 

No 

Yes 

26 

13 

51-5 

End  "C-1"  Line 

Begin  "C-2"  Line 

44  +  75 

45  +  15 

"C-2'' 

4'-LT 

No 

Wood 

25" 

6 '-5" 

No 

Yes 

26 

12 

51-1 

44  +  75 

45  +  15 

"C-2" 

6'.RV 

No 

Wood 

25" 

6'  -5" 

No 

Yes 

26 

12 

51-1 

52  +  14 

57  +  44 

"C  -2" 

6-  to  2'-RT 

Ves 

Cone, 

24" 

6'-3" 

Yes 

No 

Yes 

Ends  on  "C-8"  Raap 

26 

13 

51-3 

62  +  75 

63  +  14 

"C-2" 

0  '    to  7- -LT 

No 

Wood 

24" 

6'-5" 

No 

Ye; 

End  "C-2"  Line 

26 

13 

51-5 

PAGE    NO  11 


GUARDRAIL 

INTERSTATE  S 

INVENTORY                 f^a.p  no;  i-ig-ing. 

I-IG-ING- 

Y<iTFM      T-i:^  T_t;-4(51 

-15-4(4 
.15-4(4 

185 

)ie2  U2 

)182  U4 

FLRO 

M  nin  n 

DWG 

PHOTOGRAPHS 

STATION 

1  H't^C.     r  IT  vm 

IMM 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

FROU 

TO 

Oft 

EDGE  OF 

AND 
ANCH 

TTPE 

HOHT 

SPACING 

BLOCK 
OUTS 

TO 
8  E 

HAZARD 

Bofiin  "C-5"  Rflmp 

■'C-5" 

No 

Coac. 

25" 



12 "-6" 

No 

Yes 

26 

132  +  16 

End  "C-5"  Ramp 



EnJ  Colonial  Club  Interchange  

End  1-IG  ING-15-4(4)182  U2 

Begin  1  1G-1NG-15-4(4)182  U4 

a.id  1-15-4(5)185 

 HELENA  -  NORTH  (  RAILROAD  OVERPASS  TO  YOHC 

IDAD) 

H.B. 

2'  to  lO'-ttT 

No 

COTIC. 

22" 

12 '-6" 

No 

No 

Yes 

28 

182  + 

10 

S.B. 

2'  to  10' -LT 

No 

Cone. 

23" 

12' -6" 

No 

Ilo 

Yes 

26 

168  +  21 

160  + 

90 
62 

S.B. 

4'  -RT 

No 

COTIC. 

25" 

12' -6" 

No 

No 

Yes 

28 

lfi8  +  21 

168  + 

S.B. 

«0 

Wood 

22" 

6'-3" 

No 

Yes 

28 

14 

52-4 

5(1R  +  IS 

209  + 

32 

fi  «;'-l.T 

No 

Wo  0.1 

22" 

6' -3" 

No 

Yes 

28 

14 

52-4 

^OH    *  ^fj  

S.B. 

Bagi.!i  Cedar  Street  Interchange 
Begin  "D-5"  Ramp 

192  +  50 

"D 

^7  + 

OA 

"D-5" 

i'-RT 

Ho 

Cone. 

24" 

12'-6" 

Ho 

No 

Yes 

Ends  at  bridge  end  on  "D"  Line. 

28 

End  "0-5"  Ramp 
BeRiii  "D-4"  Ramp 

"U" 
57  +  98 

5lV.  + 

"D-4" 

5'-RT 

No 

Cone . 

25" 

12 '-6" 

No 

No 

Yes 

Begins  at  bridge  end  on  "D"  Line. 

26 

End  "D-4"  Ramp 
Betin  "D"  Line 

40  +  4) 

41  * 

75 

"D" 

2'  CO  lO'-RT 

No 

Cone . 

25" 

12' -6" 

tJo 

No 

Yes 

28 

40  +  41 

"D'" 

2'  to  10*-LT 

No 

Cone. 

25" 

12 '-6" 

No 

No 

Yes 

28 

EnJ  "D"  Line 

End  Cedar  Street  Interchange 

End  1-IG-1NG-15-4(4)182  U4 

J  

1-15-4(5)185 
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GUARDRAIL  INVENTORY  fa.p  no,  i.,,^ 

INTERSTATE  SYSTEM 


STATION 

LANE 
OR 

RAM  P 

DISTANCE  FROM 
EDGE  OF 

FLRD 
AND 
ANCH, 

POSTS 

ANCH 
TO 

B.  E- 

IMM 
HAZARD 

DWG 

PHOTOGRAPHS 

FROM 

TO 

TYPE 

HOHT, 

SPACING 

BLOCK 
OUTS 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Be^ir,  1-15-4(6)186 

HELENA  -  NORTri 

413  +  75 

41'.  +  75 

N.3. 

10* -RT 

No 

Cone, 

25" 

12 '-6" 

No 

No 

Yes 

End;  at  bridge  end. 

51 

15 

52-6 

41A  +  25 

414  +  75 

N.D. 

4'-LT 

No 

Cone, 

25" 

12 '-6" 

No 

No 

Yes 

Ends  St  bridge  end. 

51 

15 

52-6 

415  +  25 

416  +  75 

S.B. 

10' -LT 

No 

Cone, 

25- 

1 2 ' -6" 

No 

no 

Yes 

Begins  at  bridge  end. 

31 

415  +  25 

415  +75 

S.B. 

4  '-RT 

No 

Cone, 

23" 

12 '-6" 

No 

'lo 

Yes 

BeAins  at  brtdKe  «nd. 

51 

455  +  84 

468  +  14 

N.  B. 

10' -Rr 

No 

Co. If , 

25" 

12--6" 

No 

No 

Yps 

52 

15 

52-e 

454  +  79 

467  +  53 

S.B. 

10' -LT 

No 

Cone. 

23" 

12 '-6" 

No 

No 

Yes 

32 

459  +  14 

459  +  66 

N.B. 

4'_LT 

No 

Cone, 

25" 

12'-6" 

No 

No 

Yes 

Ends  at  bridge  end. 

52 

15 

b2  - ;. 

466  +  64 

4  61  +  36 

S.B, 

4'  to  35 '-LT 

No 

Cone, 

23" 

12 '-6" 

No 

No 

Yes 

Begins  at  bridge  end. 

52 

Begin  Lincoln  Road  Interchange 

BoRin  "B-l"  Raoip 



-  - 

"E" 
17  +  05 

623  +  10 

"E-1" 

6'-LT 

No 

Cone. 

20" 

12 '-6" 

No 

Yas 

BflHins  OTi  "B"  Line, 

34 

 „ 

21  +  42 

625  ■»■  75 

"E-1" 

4  '-RT 

No 

Cone . 

20" 

12--.6" 

No 

No 

'.'es 

Begins  at  bridze  end  on  "H"  Line. 

34 

End  "E-1"  RflfQp 

Be^in  "E-2"  Ramp 



+  90 

"E" 
21  +  42 

'■E-2" 

4  '-RT 

No 

Cone, 

20" 

12 "-6" 

No 

No 

Yes 

Ends  at  bridpe  end  on  "E"  Line. 

54 

616  +  40 

"B" 
17  +  03 

■'E-2-' 

6'-LT 

No 

Cone, 

20" 

12 ■-6" 

No 

Yes 

Begins  on  "E"  Line 

54 

End  "E-2"  Ramp 

Begin  "E-3"  Rsmp 

616  +  35 

"E" 
25  +  47 

'■E-3" 

4'-LT 

No 

Cone, 

20" 

12 '-6" 

No 

Yes 

Ends  at  bridge  end  on  "E"  Line. 

34 

616  +  45 

"E" 
29  +  70 

"E-3" 

6'-RT 

No 

Cone , 

20" 

12 '-6" 

No 

Ye  s 

Ends  on    E  Ltne. 

54 

End  "E-3"  Ramp 

Begin  "B-4"  Ramp 

"E" 
2<)  +  55 

623  +  30 

"E-4" 

3'    lo  6'-RT 

No 

Cone . 

20" 

IJ' -6" 

1  No 

Yes 

BeRi  "1^    Ml  "K"  Li  ne  . 

34 

PAGE   NO  LI 


GUARDRAIL  INVENTORY                 far  no  1^.3-4(6) 

INTERSTATE     SYSTEM  i-^^ 

166 
194 

STATION 

LANE 

OR 
RAMP 

01  STANCE  FROM 

EOGE  OF 
TRAVELED  LANE 

CI   D  ft 

AND 
ANCH. 

POSTS 

ANCH 
TO 
B  E 

IMM 

HAZARD 

DWG 

PHOTOGRAPHS 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

FROM 

TO 

TYPE 

HGHT 

SPACING 

BLOCK 

W  '  -J 

23  +  47 

623  +  40 

•'E-4" 

5'  to  4'-LT 

No 

Cone . 

20" 

1  ■!  -0 

no 

No 

Yes 

Begins  at  bridge  end  on  "E"  Lino. 

34 

End  "E-4"  Ramp 

End  Lincoln  Road  Interchange 

End  1-15-4(6)186 

riegin  1-15-4(9)134 

HELENA  HILL  -  SIEBEN 

473  *  30 

500  *  90 

N.B. 

lO'-KT 

No 

Wood 

23" 

12 '  -6 

No 

Ves 

36 

473  +  90 

485  +  00 

S.B, 

10* -LT 

No 

Wood 

21" 

12 '-6" 

No 

Yes 

36 

/(90  +  28 

501  +  94 

S,B. 

lO'-LT 

No 

Wood 

22" 

12'-6" 

No 

Yes 

37 

508  +  80 

520  +  45 

S.B. 

5,5'-BT 

No 

Wood 

i£ 

iz  -0 

Ma 

Yes 

37 

503  +  85 

520  +  33 

3.8. 

10' -LT 

No 

Wood 

Z2 

lot 

no 

Yes 

57 

516  +  75 

556  +  00 

N.B. 

4'-LT 

No 

Wood 

24 

"Til       <C  *  ■ 

l2  '  -6 

No 

Yes 

37 

17 

54-11 

517  +  00 

532  +  15 

N.B. 

10 '-RT 

No 

'Jood 

24" 

12' -6" 

No 

Yes 

57 

( 

527  +  15 

545  +  70 

S.B, 

3.5 --RT 

No 

Wood 

22" 

12'-.6" 

No 

Yes 

57 

550  +  70 

558  +  70 

S.B. 

3.-1  '-RT 

No 

Wood 

21" 

12  -6 

No 

Yes 

38 

17 

54-11 

558  ♦  45 

569  ♦  25 

S,B. 

10 '-LT 

No 

•/uod 

20" 

12' -6" 

No 

Yes 

564  +  30 

794  +  40 

5.B. 
N.B. 

3.5  ■.ffP  

15'  to  3.5'-LT 

.'io 

Wood 

1  0  <  li" 

WO 

Yes 

Median  barrier  rail. 

58 

597  +  65 

610  +  85 

N.B. 

10" -RT 

No 

wooa 

no 

Yes 

J  0 

620  •*  00 

649  +  95 

S.B. 

10' -LT 

No 

VfOijiJ 

Till 
^  1 

— 1> 

Kn 

Yes 

I) 

620  +  20 

676  +  80 

N.H, 

10 '-RT 

No 

Wood 

24" 

12' -6" 

No 

Yes 

J  J 

678  *  70 

681  +  70 

S.B. 

10- -LT 

\o 

Wood 

22" 

12' -6" 

No 

Yes 

39 

707  *  60 

710  +  15 

S.B. 

10' -LT 

No 

Wood 

2  5- 

12 '-6" 

No 

Yes 

40 

708  +  22 

710  +  47 

N.B. 

10 '-RT 

No 

Wood 

24" 

12 '-6" 

No 

Yes 

40 

718  +  60 

725  +  40 

S.B. 

10 '-LT 

No 

Vood 

25- 

12 '-6" 

No 

Yes 

uo 

PAGE    NO.  Li 


GUARDR 

INTERSTA" 

AIL  INVENTORY                 ha.p  no.  i.i....(9)i 

rE     SYSTEM  1-1= 

9^ 
207 

STATION 

LANE 

OH 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLHO 

POSTS 

ANCH 
TO 

0  t 

IMM 

'4AZAR0 

owe 

PHOTOGRAPHS 

FROM 

TO 

AND 

ANCH 

TYPE 

HGHT 

SPACING 

SLOCK 
OUTS 

REMARKS 

PAGE 
NO 

PAGE 
N  0 

PHOTO 

N  □ 

722  +  51 

750  +  27 

N.B. 

lO'-RT 

No 

Wood 

24" 

12 '-6" 

No 

Yes 

40 

798  +  78 

800  +  01 

N.B. 

lO'-KT 

No 

Wood 

23" 

12 '-6" 

Ho 

No 

Vos 

Ends  at  bridge  end. 

i 

BOl  +  19 

802  +  45 

S.B. 

10' -LT 

No 

Wood 

22" 

12 '-6" 

No 

No 

Ho 

Bellas  at  bridge  end. 

H  1 

Be^in  Gates-0£-The-Mo'jntains  Interchange 

Begin  "F-3"  Ra\zp 

805  +  68 

BIO  +  56 

"F-5" 

6'-trr 

No 

Wood 

24" 

12 '-6" 

No 

Yes 

**  1 

End  "F-3"  Ra<np 

Beeln  "F"  Line 

11  +  50 

16  +  00 

"£;■• 

3,5"   to  4'-RT 

No 

Wood 

2'.- 

12' -6" 

Ho 

Yes 

,  ■  

^  1 

12  +  47 

17  +  60 

.ip.i 

3'-LT 

No 

Wood 

23" 

12' -6" 

No 

Yes 

A  1 
**  L 



End  "F"  Line 



End  Gates-OE-The-Mo Jntains  Interchanee 

End  l-15-4t9)194 

BflRin  1-15-4(12)207 

SIEBEN  NORTH  AND  SOUTH 



18  +  65 

19  +  68 

N.B. 

4'-.LT 

No 

Wood 

25" 

12 '-6" 

No 

No 

Yes 

h2 

5S-2 

20  +  81 

21  +  82 

S.B. 

4'-Kr 

No 

Wood 

23" 

12 '-6" 

No 

No 

Yes 

36  +  11 

46  +  31 

N.B. 

lO'-RT 

No 

Wood 

22" 

12' -6" 

No 

Yes 

h2 

♦  32 

112  +  24 

S.B, 

10'   to  6'-LT 

No 

Wood 

23" 

12 --6" 

No 

Yes 



42- 

A^ 

Bejin  Sieben  Interchange 

Rn  pin   "  R-S"  RflniD 

25  +  50 

30  +  25 

■■B-2' 

6'-LT 

No 

Wood 

22" 

12 '-6" 

No 

Yes 

End  Ramp 

End  Sieb«n  Interchange 

1  q 

PAGE    NO  11 


GUARDRAIL  INVENTORY 

INTERSTATE     SYSTEM  Lzl2— 


FA.P  NO.  l_15-4(  12)207 
1-15-4(18)210 
I_15.4(20>212 


STATION 

LANE 

OR 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

flro 

POSTS 

ANCH 

TO 
B  E. 

IMM 
HAZARD 

DWG 

PHOTOGRAPHS 

M  t  iVi  A  n  l\  O 

PAGE 
NO 

PAGE 
NO 

PHOTO 

NO. 

FROM 

TO 

AND 
ANCH 

TYPE 

HGHT 

SPACING 

SLOCK 

OUTS 

73  *  45 

N.B. 

lO'-RT 

No 

Wood 

25 

12  -6 

WO 

Yes 

45 

60  *  87 

112  +  24 

S,B. 
N.B. 

3'-RT 

3'-LT  

No 

Wood 

24" 

12 '-6" 

No 

Yes 

Median  barrier  rail. 

45 

18 

55-4 

73  +  30 

Knil  T_15-4ri?12l7 



Begin  1-15-4(18)210 

LYONS  CREEK  -  SOUTH 

124  +  78 

S.B. 

6  -LT 

Ma 

Wood 

12" 

12-6 

No 

No 

Yes 

44 

19 

112+24 
112  +  24 

235  +  00 

S.B. 
N.B. 

5.3'-Uf 

5, J  -LI 

11  V 

Wo  03 

1^  -0 

Na 
110 

No 

Yes 

Median  barrier  rail  witli  steel  posts  across 
structures.     Rail  not  continuous  over  structures. 

44 

118  +  17 

125  +  23 

N.B. 

Wood 

it 

\£  -0 

Mn 

PiO 

No 

Yes 

44 

19 

55-8 

l.?8  +  08 

130  +  93 

N.B. 

Wood 

ii 

11  u 

Yes 

44 

19 

55-9 

129  +  30 

134  +  50 

S.B, 

O  -Li 

<vOOO 

55" 

i.«    — u 

No 

Yes 

44 

136  +  SO 

164  *  15 

6.  a. 

O  —Li 

WOOO 

Yes 

Ends  on  "B-1"  Barap ,  Spring  Creek  Interchange. 

44 

19 

56-4 

146  *  90 

155  +  50 

W,  o. 

Nn 

Wood 

1  ^  '  iC** 

-0 

no 

Yes 

Ends  on  "B-2"  Ramp.  Spring  Creek  Interchange, 

44 

19 

55-10 

154  +  77 

183  +  60 

N .  B. 

O  "Ki 

Ma 
11 0 

Wood 

24" 

12" -6" 

No 

No 

Yes 

44- 
45 

20 

55-12 

160  +  20 

180  *  iiO 

S.B, 

6'-LT 

No 

Wood 

25" 

12* -6" 

No 

Nn 

LBS 

44. 
45 

194  +  10 

208  +  53 

N.B. 

No 

Wood 

24" 

12-0 

No 

45 

2ri 

56-1 

195  *  25 

204  +  80 

^  i  p. 

No 

Un  -1-4 

5  5" 

12'  fl" 

No 

Yes 

45 

214  +  85 

251  +  09 

ri .  i>. 

'  fTT 

D     — njl 

No 

WO  03 

5A" 
*** 

i£    — u 

No 

No 

Yea 

45 

30 

56-3 

217  +  25 

252  +  85 

S.B, 

6'  -LT 

No 

UArh'4 

2 1" 

No 

No 

Yes 

45 

2-) 

56.3 

End  1-15-4(18)211 

Begin  1-15-4(20)212 

LYONS  CREEK  -  WOLF  CHEEK 

255  +  00 

5A3  +  46 

S.B. 
N.B. 

3.5'-RT 
3.5' -LT 

No 

Woo.l 

25" 

12 --6" 

No 

Yes 

Media.n  barrier  rail. 

46- 
49 

253  *  22 

259  +  45 

S.B. 

6'-LT 

No 

Wo  3d 

1  22" 

12 '-6" 

.■Jo 

Yas 

20 

57-8 

PAGE    MO  16 


GUARDRAIL  INVENTORY 

INTERSTATE     SYSTEM  t-l5 


FA.P  no;  I_15-^(20>212 
I-l5-ii(25)218 


STATION 

LANE 
OR 

RAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FL«D 

POSTS 

ANCH 
TO 
B  E 

tMM 

HAZARD 

DWG 

PHOTOGRAPHS 

FROM 

TO 

AND 

ANCM 

TYPE 

HGHT 

SPACING 

BLOCK 

riM  Tc 
UU  T  b 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

235  +  25 

238  +  12 

6 '  -Iff 

No 

Wood 

22" 

12'-6" 

No 

Aft 

2^.5  +  71 

260  +  57 

6 '  -RT 

No 

Uood 

20" 

12 '-6" 

No 

Yes 

244  ♦  70 

251  +  82 

S  B 

6'  -LT 

No 

Wood 

23" 

12' -6" 

No 

Yes 

46 

20 

57-7 

271  +  ?0 

284  +  51 

N ,  B. 

6 '  -UT 

No 

Wood 

22" 

12' -6" 

No 

Yes 

46 

276  +  77 

282  +  66 

Woad 

23" 

12 '-6" 

No 

Yes 

20 

57-A 

39 i  55 

297  +  45 

N  n 

6'  -BT 

No 

Uood 

23" 

12 '-6" 

No 

Yes 

End^  on  "B-4"  Ramo    Safetv  Rest  Area 

46 

••B.l" 
297  56 

"B-l" 
502  I-  80 

6'-LT 

No 

Wood 

24" 

12 '-6" 

No 

Ye  s 

Safetv  Rest  Area 

46 

3W  +  18 

309  +  37 

<;  ft 

ft '  IT 

Uood 

24" 

12 '-6" 

No 

Yes 

46 

348  +■  00 

402  +  70 

TO  Vk 

l^m  Dm 

ft '  vrr 

V  — 

Wood 

22" 

12 --6" 

No 

47 

391  17 

402  +  30 

ft 

ft  '  TT 

N  n 

Wood 

22" 

12 '-6" 

No 

'■toa  !■  '>6 

417  *  80 

\T  Q 

0  -Kl 

no 

■Jood 

25" 

12 --6" 

No 

IBS 

ill 

'.09  *  58 

419  +  28 

o . 

ft  •    T  T 

11  u 

Wood 

23" 

12' -6" 

No 

Ye  1 

47 

48 

452  +  00 

455  +  00 

6  '  -LT 

No 

Mood 

24" 

12' -6" 

No 

Yea 



453  ^  95 

4  74  +  90 

N  B 

6 '  -RT 

No 

Wood 

22" 

12 '-6" 

No 

Yes 

48 

469  ''6 

471  +  10 

ft  '  IT 

U     —Li  J 

Ni»od 

23" 

12 '-6" 

No 

Yna 

48 

478  ♦  52 

485  +  70 

t>  -Li. 

WO 

Wood 

22" 

12 '-6" 

No 

les 

521  +  00 

5  59  +  64 

ft  '    T  T 

Nn 

Wood 

24" 

12 '-6" 

No 

No 

Fnrts  on   9t«amfl  P  T  U 

49 

Beein  1-15-4(25)218 

WOLF  CHEEK  -  NORTH 

543  +  46 

685  *  50 

N,B. 

S.B, 

3 .  5 ■ -LT 
3,5 '-RT 

No 

Wood 

22" 

12' -6" 

No 

No 

Yes 

Median  barrier  rail.  Froii  Sta.6i4+0O  to  Sta.685+5( 
barrier  cakl  is  blocked  out,  27    high,  6-3' 

50-52 

552  +  07 

571  +  66 

S.B, 

6'-LT 

Yes 

Wood 

22" 

12 '-6" 

No 

No 

Yes 

spacing  and  2.75'-LT  and  P-T. 

50 

558  +  50 

567  +  61 

N.B. 

6'-RT 

Yes 

Wood 

22" 

12 '-6" 

No 

No 

Yes 

50 

i7ft  +  ()4 

S.B. 

6'-LT 

Yes 

Wood 

22" 

12'-6" 

No 

Yes 

50 

22 

5  8-2 

'  "  —  1  :  z  :  

PAGE  N0._1I 
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IWTFR<;TflTF       (IVqTFM  1-15 

5)218 

STATION 

LANE 

OR 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRD 
AND 
ANCH 

POSTS 

ANCH 

TO 
B  E 

HAZARD 

REMARKS 

DWG 

PHOTO 

GRAPHS 

FROM 

TYPE 

HGHT 

SPACING 

BLOCK 

m  iTc 
UU  1  b 

PAGE 

NO 

PAGE 

NO 

PHOTO 
NO 

Begin  Wolf  Creek  Interchange 

Begin  "C-3"  Ramp 

5&4  *  Tt 

591  +  40 

"C-i" 

6'-RT 

Yes 

Uood 

25" 

12' -6" 

Mo 

Yes 

End's  on  1-15  N.B,  Lane 

50 

End  "C-5"  Ramp 

Begin  "C-4"  Ramp 



552  *  41 

560  +  84 

"C-4" 

6'-RT 

Yes 

Wood 

25" 

12' -6" 

No 

Yes 

50 

End  "C-A"  Ramp 

End  Wolf  Creek  InterchanBe 

588  ♦  00 

605  +  48 

S.B, 

6'-LT 

Yes 

Wood 

25" 

12 '-6" 

No 

Yes 

51 

it- 

1 

>o-  1 

592  *  BO 

615  +  25 

N,B. 

6'-RT 

Yes 

Wood 

21" 

12 '-6" 

No 

Yes 

51 

22 

CO  c 

619  *  00 

620  +  55 

N.B, 

6*-RT 

Yes 

Wo  3d 

24" 

12'-6" 

No 

Yes 

51 

660  +  44 

665  +  87 

S.B. 

10' -LT 

Yes 

Wood 

23" 

12'-6" 

No 

Yes 

52 

661  +  20 

668  +  00 

N.B, 

6'-RT 

Yes 

Wood 

21" 

12 '-6" 

No 

Yes 

52 

Be^in  Augusta  Highway  Interchange 

Begin  "D-1"  Ramp 

650  +  75 

"D" 
661  +  41 

"D-1" 

4'  to  I'-RT 

Yes 

Wood 

22" 

12' -6" 

No 

No 

Yes 

On  through  "D-5"  Ramp  and  ends  at 
"D"  Line  bridge  end. 

52 

651  +  63 

659  +  60 

■'D-1" 

6"  -LT 

Yes 

Wood 

22" 

12 '-6" 

No 

Yes 

52 

End  "D-1"  Ramp 

Beelii  "D-2"  Ramp 

"D" 
661  +  41 

665  +  77 

'■D-2" 

4'-LT 

Yes 

'Jood 

22" 

12' -6" 

No 

No 

Yes 

Begins  at  bridge  end  on  "D"  Line. 

52 

"D" 
667  +  77 

666  +  27 

"D-2" 

6'-RT 

Yes 

Wood 

21" 

12' -6" 

No 

Yes 

Begins  on  "D"  Line 

52 

End  "D-2"  Ramp 

End  Augusta  Highway  Interchange 

End  1-15-6(25)218 
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1 

STATION 

LANE 

OH 
BAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRD 

POSTS 

ANCH 

TO 
R  F 

UZARD 

DWG 

PHOTOGRAPHS 

FROM 

TO 

AND 

ANCH 

TYPE 

HGHT 

SPACING  ' 

SLOCK 
OUTS 

REMARKS 

PAGE 

NO 

PAGE 
NO 

PHOTO 
NO 

BeRin  I-IG-15-4( 26)221 

 "  

CRAIG  NORTH  AND  SOUTH 

685  +  50 

864  +  20 

N.B. 
S.B. 

3 '  -LT 
3 '  -RT 

Anch. 



Wood 

27" 

6' -3" 

Yes 

Median  barrier  reil. 

55- 
56 

£3 

J  J  — J 

686  +  60 

668  *  50 

N.B. 

10' -RT 

Yes 

Wood 

25" 

6'-3" 

Yes 

53 

637  +  96 

689  +  75 

s.u. 

10' -LT 

Yes 

Wood 

27" 

6'-3" 

Yes 

53 

759  +  75 

742  +00 

S.B. 

10' -LT 

Yes 

Uootl 

27" 

6'-3" 

Yes 

5  5- 
54 



745  +  65 

759  +  00 

N.B. 

lO'-RT 

Yes 

Wood 

25" 

6 '  -3" 

Yes 



5U 

746  +  94 

758  +  16 

S.B, 

10' -LT 

Yes 

Wood 

27" 

6 --3" 

Yes 

5U 

766  +  74 

767  +  77 

S.B. 

lO'-LT 

Yes 

Mood 

27" 

6 '-3" 

Yas 

54 

772  '  24 

774  +  24 

S.B. 

10' -LT 

Yes 

jood 

27" 

6 '-3" 

Yes 

54 

809  *  50 

811  +  76 

S.B. 

10' -LT 

Yes 

Wood 

27" 

6'-5" 

Yes 

55 

—  

624  *  20 

859  +  70 

N.B. 

10" -RT 

Yes 

Wood 

23" 

6* -5" 

Yes 

55- 
56 

825  +  42 

828  +  28 

S.B. 

lO'-LT 

Yes 

Wood 

27" 

6'-5" 

Yes 

55 

833  +  50 

655  +  72 

S.B. 

10' -LT 

Yes 

Wood 

27" 

6 '  -3" 

Yes 

55 

 — — 

■  "  ' 

842  *  48 

845  +  75 

S.B. 

10' -LT 

Yes 

Wood 

27" 

6 '-5" 

Yes 

55 

849  +  64 

853  +  50 

S.B. 

10' -LT 

Yes 

Wood 

27" 

6'-5" 

Yes 

55 

861  ♦  84 

867  +  58 

N.B. 

10' -RT 

Yes 

Wood 

27" 

6 '-5" 

Yes 

36 

864  ■<  55 

666  +  00 

S.B. 

10" -LT 

Yes 

Wood 

27" 

6 '-5" 

Yes 

56 

912  +  50 

S.B. 

10' -LT 

Yes 

Wood 

27" 

6'-3" 

Yes 



56 

910  +  00 
914  +  50 

920  ♦  00 

S.B. 

10' -LT 

Yes 

Wood 

27" 

6'  -3" 

Yes 

56- 
57 

916  +  48 

VitO  +  uo 

N.B. 

10" -RT 

Yfls 

Wood 

27" 

6 '-3" 

Yas 

57 

947  +  22 

949  +  34 

u  la 
N  .  H, 

to    J  ■ -*    —  iJi 

Ye« 

Wood 

27" 

6 '-5" 

Yes 

No 

Yes 

57 

949  +  34 

N.B. 

lO'-liT 

Yes 

Wood 

27" 

6' -5" 

Yes 

No 

Y3S 

57 

9-48  +  58 
950  +  56 

951  +  52 

S.B. 

10- -LT 

1  Yes 

Wood 

27" 

6- -3" 

Yes 

No 

Yes 

57 

35 

59-11 

950  +  56 

951  +  92 

S.B, 

2'*'   to  3.5'-R'I 

1  Yes 

Wood 

27" 

I    6 -.3" 

Yes 

No 

Yes 

57 

an 

r\       1  ■! 

FA  P   NO;  1-10-15-4(26)221 


STATION 

LANE 

OS 
RAMP 

DISTAMCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRD 

POSTS 

ANCH 
TO 
B  E 

IMM. 
HAZARD 

owe 

PHOTOGRAPHS 

n  t  IVi  M  n  fvo 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

FROM 

TO 

AND 
ANCH. 

TYPE 

HGHT 

SPACING 

BLOCK 
OUTS 

Rcaiti  rrfiiff  Intsrchftnee 

Bezin  "A-1"  Reinp 

943  +  60 

"A-1" 

6'-LT 

l6S 

wood 

£  / 

ft'  5" 

V  —J 

Yes 

57 

958  +  AO 

End  "A-1"  Ramp 

Begin  "A-4"  Ramp 

946  +  51 

"A-4"' 

6 '  -RT 

Yes 

WooiJ 

^  n  11 

27 

6  -S 

no 

57 

937  +  19 

End  "A-4"  Ramp 



Beein  "A"  Line 

^  

18  *  la 

21  +  20 

"A" 

12  -Kl 

Wood 

27 

6-5 

I  e  s 

57 

IB  ■•■  18 

27  20 

"A" 

1 2  -LT 

t  e  s 

Wood 

27 

o  -> 

165 

57 

End  "A"  Line 

End  Craig  Interchange 

975  +  90 

1061  +  34 

S.B. 
N,  B. 

3'-BT 

lO      CO  J 

Vac 

Wood 

27 

6-5 

Vac 

Ids 

Median  barrier  rail. 

5a 

24 

59-5 

1006  +  00 

1017  +  55 

N,  3. 

Yes 

27 

6  -i 

les 

58 

1026  +  55 

1030  +  00 

N.B. 

10' -RT 

Wood 

27" 

6"  -3" 

Yes 

Yes 

a z a rdo us  besinni nK . 

58 

24 

5y-6 

1032  +70 

1054  +  46 

N,B. 

10' -KT 

Yes 

Wood 

27 

o  -  5 

Vac 

Ha?  J  rHrtii^    Tipt'  Lnn  1  n^ 

58 

24 

59-7 

1037  +  66 

1040  +  68 

H,B. 

10      to    1. S  -Kl 

le  s 

Wood 

27" 

0  -3 

Yes 

No 

Yes 

Ha«'>rdous  beginninR. 

58 

24 

59-e 

104^.  +  53 

1051  +  22 

hi  Tt 

10      to    i,3  -KJ 

Vae 
lOS 

Wood 

Til ' 

0  -J 

leS 

No 

Yes 

56 

24 

59 -V' 

1044  +  53 

1051  +  22 

^  B 

10'   to  1  5'~LT 

Yes 

Wood 

27" 

6'  -5" 

Yes 

No 

Yes 

58 

1058  +  92 

161  +  54 

u  n 
14  .  o« 

lU       to    1,J    — Kl 

6"  .3" 

Yes 

Ho 

Yes 

58 

1038  +  92 

161  +  34 

Ye  5 

Wood 

2  7" 

6'-5" 

No 

Yes 

58 

End  I-IG-15-4(26)221 
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STATION 

LANE 

OR 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRD 

POSTS 

ANCH 

TO 
e  E 

IMM. 
HAZARD 

DWG 

PHOTOGRAPHS 

FROM 

TO 

AND 

ANCH 

TYPE 

HQHT 

SP4C1N8 

BLOCK 
OUTS 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

D^J^LIl     1— IV  — ■*  V  *  0  /  i  t  Q 

i>  A  Lv#TUl     1     ^  fVO  OA     —  mil 

iUui    +  3** 

llVD    +  Jj 

N,  B. 
S  ,  15. 

5'-LT 

J     -K  t 

Vac 

£  1 

0    —  J 

Ma  y4*an     I^Dvr't&r'  rail 

59- 

1061  +  5^ 

1069  +  59 

^  t  Da 

1 1    —  .4 

Wooo 

6-5 

Yes 

69 

1061  +  34 

107^  +  00 

H,  3, 

10  -RT 

Wood 

I'M!  f 

6  -5 

Yes 

CI 

1088  *  4/1 

1089  +  i7 

N ,  B. 

10  -RT 

Yes 

Wood 

IT  M 

£ '  111 
6  -5 

Yes 

 23  

1090  ♦  50 

1092  +  50 

Yes 

woo  a 

^  / 

0  -  J 

XB5 

Yes 

59 

1105  +  90 

115ft  +  90 

10  -Li 

xes 

Wood 

i  / 

0 

X  C  3 

59- 
60 

1176  +  95 

1186  +  05 

0  ,  b. 

IV     -1- 1 

X  e  5 

Wood 

Aft* 

27 

6  -  i 

60 

1189  +  57 

1191  +  69 

N ,  B. 

10  -sr 

Wood 

27" 

6'-3" 

Yes 

EC  a 

60 



—  — 

 — 



—  — 



  _ 
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STATION 

LANE 

OR 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRO 
AND 
ANCH 

POSTS 

ANCH 

TO 

IMM 
HAZARD 

REMARKS 

DWG. 

PHOTO 

GRAPHS 

FROM 

1  U 

TYPE 

HGHT 

SPACING 

SLOCK 
OJTS 

PAGE 
NO 

PAGE 
N  0 

PHOTO 
NO 

Begin  I-15-5<25>254 

HARDY  CREEK  -  SOUTH 

lill  *  76 

164  8  +  60 

N.B. 
S.B. 

3'-LT 
3'-RT 

Yes 

Wood 

27" 

12 '-6" 

No 

Yes 

MoJian  barrier  rail. 

61 

25 

60-5 

1451  +  09 

1452  +  60 

N.B. 

10' -RT 

Ye3 

Wood 

25" 

12'-6" 

No 

Yes 

61 

1^51  +  40 

1452  +  92 

S.B. 

10' -LT 

Yes 

Wood 

25" 

12 '-6" 

No 

Yes 

61 

25 

6fi-l  1 

1466  +  00 

1470  +  25 

N.B. 

lO'-KT 

Yes 

Wood 

25" 

12' -6" 

No 

Yes 

61 

Begin  Ca:\yo:i  Interchange 

Beitin  "A-2"  Ramp 

Frontage 

1457  *  84 

■'A-2" 

6'-LT 

Yes 

Wood 

24" 

12 '-6" 

No 

Yes 

61 

"A" 
10  ■«■  84 

1453  +  17 

•■A-2" 

4'-RT 

Yes 

Wood 

24" 

12 '-6" 

.No 

No 

Yes 

Begins  at  bridge  end  ot  "A"  Line. 

61 

End  "A-2"  Ramp 

Benin  "A-4"  Ramp 

1446  +  15 

"A" 
9  +  01 

"A-4" 

4'-LT 

Yes 

Hood 

27" 

12 ■ -6" 

No 

No 

Yes 

End3  at  bridge  end  on  "A"  Line, 

61 

End  "A-4"  Ramp 

Beain  "A"  Line 

\A52  +  63 

9  +  01 

"A" 

4'-RT 

Yes 

Wood 

24" 

12 '-6" 

No 

No 

Yes 

Begins  on  "A-3"  Ramp 

10  *  84 

1451  +  45 

"A" 

4'-LT 

Yes 

Wood 

24" 

12 '-6" 

No 

So 

Yes 

Ends  on  "A-1"  Ramp 

61 

1451  +  45 

Frontage 
Road 

■'A- 

4'-LT 

Yea 

Woo'. 

^4" 

12 '-6" 

No 

Yes 

Yes 

Begins  on  "A-1"  Rainp  and  ends  on  Frontage  Road, 

61 

End  "A"  Line 

End  Canyon  Interchange 

1'.74  *  00 

l<i87  +  50 

S.B. 

6'-LT 

Yes 

Wood 

25" 

12' -6" 

No 

Yas 

25 

60-10 

1494  *  06 

1504  +  08 

S.B. 

6"  -LT 

Yes 

Wood 

24" 

12'-6" 

No 

Yes 

0^ 

1504  +  20 

1503  +  57 

N.B. 

6'-RT 

Yes 

Wood 

21" 

12' -6" 

No 

Yes 

1505  ■*  40 

1518  +  53 

S.B. 

6'-n 

No 

Wood 

22  ' 

12 '-6" 

No 

Yes 

Incl'Jdos  the  Safety  Best  Area, 

62 

25 

60-9 

1512  +  65 

1514  +  70 

N.B, 

6'-RT 

YH3 

Wood 

22" 

12'-6' 

No 

Yes 

62 

PAGE    NO  il 
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STATION 

LANE 

DH 
RAMP 

DISTANCE  FROM 

EOGe  Or 
TRAVELED  LANE 

FLHD 

POSTS 

ANCH 

1  U 

B  E 

IMM 
HAZARD 

0W& 

Photographs 

FROM 

TO 

ANCH 

TYPE 

HGHT 

SPACING 

BLOCK 
OUTS 

n  c.  ivi  M  n  r\  o 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

1     T  ti    4,  cri 

N.B. 

6'-RT 

Yes 

Wood 

24" 

12'-6" 

No 

Yes 

65 

i^DO    ■*■  (Jo 

T  C  T  A      J_      Q  O 

S,  1), 

6'  to  1,5'-LT 

No 

Wooi1 

27" 

12 '-6" 

No 

No 

Yes 

63 

UVi     ~    H  J 

U  DO 

N.B. 

6'  to  5.5'-BT 

Yes 

Wood 

?5" 

12'-6" 

No 

No 

Yes 

65 

N.  B. 

5'-BT 

Yes 

23" 

12 '-6" 

No 

No 

Yes 

65 

25 

60-B 

1  R  n  o   -u   o  o 

T  C  o  a     _t  Cf\ 

S,  B, 

1.5*  to  lO'-Ll 

Yes 

27" 

12" -6" 

No 

No 

Yes 

63 

25 

6T-B 

n     TT     ^  fin 

N.B. 

lO'-RT 

Yes 

24" 

12 '-6" 

No 

No 

Yes 

64 

S  .B, 

1 0 ' -LT 

Yes 

37" 

1 2 ' -6" 

No 

No 

Yes 

64 

25 

60-6 

End  1-15-5(25)254 

BoRin  1-15-5(26)271 

GREAT  FALl£  WESTSIDE 

(Gore  Hill  to  Surv  River) 

473  +  7^ 

i*73  ♦ 

N.B. 

10' -RT 

Yes 

\jO^IL  . 

"12'  6" 

No 

Yes 

66 

26 

61-1 

A73  +  7^ 

475  +  36 

N.B. 

24'  to  15'-LT 

Yes 

Till 

1^  -V 

Yes 

66 

26 

61-1 

^7£*  ■*■  OS 

4  75+71 

o  .  □  . 

16'    to  2'4'~BT 

Yes 

Cone. 

27 

lit  a=l< 

no 

Yes 

66 

A 74  +  17 

475  +  71 

b  .  D. 

1 V     —Li  1- 

J.*  "U 

No 

Yes 

66 

N.B. 

6'  to  10 '-RT 

Yes 

Cotic 

24" 

12' -6" 

No 

Yes 

66 

:>ijj  *  i-; 

J  J  i    *  -SO 

N.B. 

10" -RT 

Yes 

Co^c. 

24" 

12' -6" 

No 

Yes 

Continues  onto  1-10-315-5(3)272 

66- 
67 

Begin  Gore  Hill  Interchange 

Begin  "S-2"  Ramp 

"S" 
16  +  08 

478  +  00 

■'S-2" 

4'-RT 

Yes 

Cone. 

24" 

12 '-6" 

No 

No 

Yea 

Begins  at  the  "S"  T-ine  bridge  end. 

66 

+  57 

485  +  88 

"S-2" 

4'-RT 

Yes 

Cone. 

24" 

12 '-6" 

No 

Yes 

66 

End  "S-2"  Ramp 

PAGE  NO._il 
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STATION 

1    A  IdC 

L  A  Nt 

OR 
RAMP 

EDGE  OF 
TRAVELED  LANE 

FLRD 
AND 
ANCH, 

POSTS 

ANCH 
TO 

e  E 

IMM. 
HAZARD 

REMARKS 



DWG 

PHOTO 

GRAPHS 

FROM 

TO 

TYPE 

HflHT 

SPACING 

BLOCK 

OUTS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

BflRin  "S-3"  Ramp 

485  +  21 

"S-3" 

4'-LT 

Yes 

Cone. 

24" 

12 '-6" 

No 

No 

Yes 

BeEins  at  the  "S"  Line  bridge  end. 

66 

15  *  69 

End  "S-3"  Ramp 

End  Gore  Hill  Interchange 

551  +  00 

555  +  45 

S.B. 

24'  to  3'-RT 

Yes 

Cone. 

— 

!?■ -6" 

No 

Yes 

 —  

67 

26 

61-7 

555  +  37 

537  +  15 

. 

10 '-LT 

Yes 

Cone 

25" 

12 '-6" 

No 

Yes 



67 

535  +  80 

557  +  65 

S.li. 

iU'  to  24'-8T 

Yes 

Cone. 

18" 

1? '-6" 

No 

Yes 

—  — 

67 

535  +  61 

557  ■«  24 

H.U. 

24'  to  18'-LT 

Yes 

Cone, 

19" 

12 "-6" 

No 

Yea 

,  

67 

26 

61-3 

535  +  72 

537  +  48 

N.B. 

10' -BT 

Yes 

Cone. 

25" 

12 '-6" 

No 

Yes 



67 

26 

61-3 

562  +  30 

564  +  90 

M.B. 

24'  to  6*-LT 

Yes 

Cone. 

25" 

12' -6" 

No 

Yes 

,  —  — 

67 

26 

61-4 

563  +  08 

56ft  +  46 

H.B, 

10 ■ -RT 

Yes 

Cone. 

25" 

12 '~6" 

No 

Yea 

67 

26 

61-4 

564  +  10 

566  +  70 

S.B._ 

6'  to  24'-RT 

Yes 

Cone, 

25" 

12'-6" 

No 

Yea 

  - 

67 



564  *  55 

565  +  92 

S,h. 

10' -LT 

Yes 

Cone, 

25" 

12 "-6" 

Ho 

Yes 

 _  _   — 

fi7 



568  +  22 

582  +  51 

10'  1 

Yes 

Co.ic. 

25" 

12 ■ -6" 

No 

Yes 

Continues  onto  1-IG-15-5C20)273 

\j  f 

27 

61-5 

568  +  80 

582  +  51 

S.B. 

10' -LT 

Yes 

Cone, 

25" 

12 '-6" 

No 

Yes 

Continues  onto  I-IG-15-5C20>27i 

67 

Be^in  Spur  Intecchunge 

 1 

—   

Begin  "E-l"  Ramp 

N.B. 
506  ♦  75 

522  +  50 

"E-l" 

6'-LT 

Yes 

Cone. 

25" 

12 '-6" 

No 

Yes 

Begins  0,1  the  N.B,  lane. 

End  "E-l"  Ramp 

Begin  "E-2"  Ramp 

551  +  00 

552  +  25 

"E-2" 

6'-LT 

Yes 

Coac. 

13" 

12 '-6" 

No 

Yes 

0  / 

End  "E-2"  Rarap 

BeRin  "£-3"  Ramp 

5  51  +  28 

559  +  40 

■|£-5" 

6'  -  BT 

Yes 

Cone. 

25" 

12 '-6" 

No 

Yes 

Continues  fvom  I-IG-315-5(3)272 

67 

556  +  B5 

53')  +  60 

•■E-3" 

ii'-LT 

]  Yas 

Cone. 

24" 

12' -6" 

No 

Yes 

End  "E-3"  Rarnp 

PAGE   NO.  ^1 


GUARDRAIL  INVENTORY 

INTERSTATE     SYSTEM  '-i^ 


FA.P   NO;  1-15-5(26)271 

1-10-515-5(5)272 


STATION 

1 

LANE 

OR 
RAWP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRO 

POSTS 

ANCH 
TO 
B  E 

IMM. 
HAZARD 

DWG 

PHOTOGRAPHS 

FROM 

TO 

AND 
ANCH 

TYPE 

HGHT 

SPACING 

BLOCK 
OUTS 

n  C.  M  A  n  ^  o 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Besin  "E-4"  Ramp 

528  +  65 

538  +  90 

"F  4" 

Li  — *T 

4'-LT 

Yes 

LfOnc . 

iZ  -0 

Yes 

67 

End  "E-4"  Rafnp 

Benin  "E"  Line 

53^  +  88 

S^ii  *  2^1 

b 

O    — 1\  1 

Iv^ 

1^  -0 

no 

No 

Yes 

67 

535  +  76 

546  +  14 

Mr*M 

A '  IT 

Ye  5 

1  ^  -0 

rio 

No 

Yes 

67 

gii9  +  2d 

CCA    _L    C  rt 

550  +  50 

"E" 

9'-LT  from  "E" 

U  R  FOP 

Ye« 

Cone, 

24 

1^  -0 

Ho 

Yea 

67 

5'49  *  50 

550  +  77 

S.5'-LT  from 
"F"  w  B    E  0  P 

Yes 

1  *  —V 

No 

Yes 

67 

27 

61-e 

End  "E"  Line 

End  Spur  Interchange 

End  1-15-5(26)271 



BeKin  1-10-315-5(5)272 

GREAT  FALLS  S?'JR 

17  +  00 

58  *  50 

10'  RT 

Yes 

Cone, 

25 

lot  £1V 

12  -6 

No 

No 

Yes 

CoTitlnues  over  bridges. 

68 

17  +  00 

36  +  87 

S ,  B. 

10  -1.1 

les 

1  ?  '  6" 

Nn 

f^nnt'JrUlP^    ft  VAT  bFtdlFAfi 

69 

19  +  90 

20  +  88 

N  n 



13'  to  6'-LT 

Yes 

Cone, 

^  / 

—0 

PiO 

No 

Yes 

Ends  at  bridee  end. 

68 

27 

61-10 

jf^   +  5  5 

S ,  B. 

5'   to  13'-RT 

Yes 

Cone , 

24" 

12' -6" 

No 

No 

Yea 

Begins  at  bridge  end. 

66 

£  □       ^        V  O 

N.B, 

15'  to  3.5'-Ll 

Yes 

27" 

12' -6" 

No 

No 

Yes 

Ends  at  bridge  end. 

63 

27 

61-11 

^1     +    Q  ^ 

J 1     ■  >-* 

S.B. 

3'   to  13 '-RT 

Yes 

Cone. 

25" 

12' -y  ■ 

Ho 

No 

Yes 

Bei^Ltis  at  bridge  end. 

63 

End  1-10-515-5(5)272 

PAGE  NO.^ 


GUARDRAIL  INVENTORY  fap  no  1-10-15-5(20) 

INTERSTATE  SYSTEM   


STATION 

LANE 

OR 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TftAVELED  LANE 

FLRO 

f>OSTS 

ANCH 

\  U 

a  E 

IMM 
HAZARD 

DWG 

PHOTOGRAPHS 

RE'MARKS 

n  ^  ITI       1  1  i\  ^ 

NO 

FROM 

TO 

AND 
ANCH 

TYPE 

HQHT 

SPACING 

BLOCK 
OUTS 

PAtit 

NO 

Beain  I-IG-15-5(20)273 

GREAT  FALLS  WBSTSIDS 

(Sun  River  to  Emerson  Junction) 

605  +  50 

<^  R 

10' -LT 

Ves 

12 '-6" 

No 

No 

Yes 

Continues  from  1-15-5(6)269 

69 

27 

62-2 

582  +  31 
502  *  31 

60'i  *  70 

1  n '  DT 

1 U    — 1\  i 

Yes 

Co  nc , 

12 '-6" 

No 

No 

Yes 

Continues  fron  1-15-5(6)269 

69 

£  1 

62-2 

5B7  +  00 

n  •  s , 

5c<   to  1  5 ' -LI 

Yas 

Cone  • 

12 '-6" 

No 

No 

Yes 

69 

27 

62-2 

564  +  90 
592  +  01 

595  +  55 

^  R 

1  5'  to  22'-Rl 

Yes 

12' -6" 

No 

No 

Yes 

69 

27 

62-5 

594  +  94 

ff^  3  5  '  LT 

Yes 

Cone. 

12 '-6" 

Ho 

No 

Yes 

69 

27 

62-^ 

595  *  55 

598  +  24 

Si  ,0^ 
S.  B. 

J^^i        LO     *^     —  fV  I, 

n  rt 

12  '-fi" 

No 

No 

Yes 

69 

596  ♦  14 
618  +  75 

620  +  67 

N.  B, 

1**      CO    lU  1 

L  0  !] 

VxOnC  • 

i  £  —V 

Ho 

Yes 

69 

27 

61-12 

618  +  94 

621  +  17 

M  11 
11  fl  ?  f 

2T  to  17'  -LT 

Yes 

22" 

12  '  ' 

.10 

Yes 

69 

27 

61-12 

619  +  44 

621  +  63 

17'  to  21 ' -RT 

Yes 

22" 

12' -6" 

No 

Ves 

69 

619  +  70 

621  +  75 

S.B. 

10'  to  14'-LT 

Ves 

20" 

1?' -6" 

No 

Yes 

69 

BeRin  Central  Avenue  Interchange 

Begin  "K-1"  Ramp 

612  +  64 

618  +  16 

"K  1" 

6'  -RT 

Yas 

COOCa 

24" 

12 '-6" 

No 

Yes 

69 

612  +  64 

618  +  16 

"K-1" 

4'-.LT 

Yes 

-OilC  • 

24" 

12 '-6" 

No 

Yes 

69 

End  "K-1"  Ramp 

Beein  "K-2"  Ramp 

621  +  00 

622  ♦  65 

"K-2" 

6'  -RT 

No 

COTIC  . 

24" 

12'-6'' 

No 

Yes 

69 

621  +  00 

fi23  +  33 

"K-2' 

4'-LT 

No 

Cone. 

2')" 

12 '-6" 

No 

Yes 

End  "K-2"  Ramp 

Benin  "K-4"  Ramp 

623  +  43 

626  +  55 

■■K-4' 

4'-RT 

Yes 

Cortc , 

2^" 

12 '-6" 

No 

Yes 

69 

623  43 

626  +  40 

6'-LT 

I'es 

2^" 

13 '-fi" 

1  No 

Yes 

Enil  "K-4"  Ranp 

69 

PAGE  N0._^ 


GUARDRAIL  INVENTORY  fap  no 

INTERSTATE     SYSTEM  i-i^ 


STATION 

LANE 

OR 
RAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRD 

POS 

TS 

ANCH 
TO 
B  E 

■MM. 
HAZARD 

DWG 

PHOTOGRAPHS 

FROM 

TO 

AND 
ANCH 

TYPE 

HGHT. 

SPACING 

BLOCK 
OUTS 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Beain  "K"  Line 

1 C    J.  £1 

^  J  ♦  So 

'•K- 

Med.  ,  2'-LT 

Ves 

27" 

12 '-6" 

Ho 

Yes 

70 

29 

62-6 

\T»     T     (J  / 

i  J    ~    ^  u 

"K" 

Me'l .  .  2  •  -RT 

Xes 

Cone , 

27" 

12 ' -6" 

No 

Yes 

End  "K"  Line 

70 

23 

62-6 

End  Central  Avenue  Intecchan^e 

N.B, 

25'   to  17" -LT 

Yes 

22" 

12' -6" 

No 

Yea 

71 

28 

62-1 

694  +  1^ 

695  +  72 

S.B. 

10-  to  lii'-LT 

Yes 

Cone, 

24" 

12 '-6" 

No 

Yes 

71 

604  +  30 

695  +  80 

N.B. 

1'.'  to  10' -K': 

Yes 

Cone, 

25" 

12' -6" 

No 

Yea 

71 

28 

62-1 

f^OA    +  AO 
OVH     ^  Hi 

S.B. 

17'  to  25'-RT 

Yes 

Con  c  d 

22" 

13" -6" 

No 

Yes 

71 

, Ud  * 

S.B. 

1,5*  to  lO'-LI 

Yes 

Co^-^ . 

12 '-6" 

No 

Yes 

72 

/it'   *  to 

^  ^  /    *    o  1 

N.B. 

10-   to  1,5'-RI 

Yes 

2'i" 

12' -6" 

No 

Yea 

72 

28 

62-7 

N.B. 

25"  to  1.5'-U 

Yes 

Cone  m 

2<*" 

12 ' -6" 

No 

Yes 

72 

28 

62  -7 

/to         O  I 

S.B, 

2'  to  25'-RT 

Yes 

Couc , 

24" 

12 '-6" 

No 

Yes 

72 

Beein  Kmerson  Junction  Interchantte 

BoKiu  "B-1"  Raino 

797  75 

90**  +  60 

"B-1" 

6'-RT 

Yes 

fir, 

Yes 

End  "3-1"  Ramp 

72 

Begin  "B-2"  Ramp 

801  +  B8 

BOa  +  15 

"B-2" 

6'~LT 

Yes 

24" 

12 ' -6" 

No 

No 

Yes 

72 

End  "B-2"  RanD 

R„jin  "B"  Line 

83  +  67 

86  +  55 

"B" 

3'-LT 

Yes 

Cone . 

24" 

12' -6" 

Mo 

No 

Yes 

72 

62  -9 

■i'4  +  37 

87  +  25 

"B" 

3'-RT 

Yes 

Coiic, 

24" 

12 '-6" 

No 

:<o 

Yes 

72 

62-9 

End  "B"  Line 

End  Qnerson  Junction  Intercha.ise 

End  1-10-15-5(20)275 

PAGE  NO. 


PAGE    NO.  i± 


GUARDRAIL  INVENTORY 

INTERSTATE     SYSTEM  '-t^' 


F  A.P  NO      I    1  ^9)275 


STATION 

LANE 

OH 
BAMP 

DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 

FLRD 

POSTS 

ANCH 
TO 

B.  E. 

IMM 

HAZARD 

DWG 

PHOTOGRAPHS 

FROM 

TO 

AND 
ANCH 

TYPE 

HGHT 

SPACING 

BLOCK 
OUTS 

D  C  M  A  D  ^  C 
M  t  M A  n^o 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Reein  Vaughn  Junction  Interchange 

■  — — - 



Beein  "E-1"  Raup 

1199  +  70 

1217  +  68 

"R  1" 

fi'-UT 

No 

Cone . 

£a 

Yes 

Continues  from  S,B.  lane  and  onto  "B"  Line. 

78 

32 

65-5 

1210  *  53 

1216  +  25 

"E~l" 

^  '  -  RT 

No 

Cone. 

^  It* 

22 

12  -0 

No 

Yes 

78 

End  "E-1"  Ramp 

Beein  "E-2"  Raaip 

1212  +  48 

1223  +  54 

"P 

6 '  RT 

V     —  l\  L 

No 

Cone. 

24" 

12' -6" 

No 

Yes 

ContiitJes  from  "E"  Line. 

7y 

XI 

J 1 

End  '■E-2"  Ramp 



Begin  "E-5"  Ramp 

1203  +  45 

* 

*  1  r*      1  >f 

E-3 

b  -HI 

WO 

COHL  . 

2-1" 

12' -6" 

No 

ICS 

78 

31 

D**  -  1  I 

Pnd  "F.5"  R^D 

Rpain    "F_'i"  R^mn 

live   hll             b  "    '  OdiJI^ 

1153  +  89 

1208  +  12 

"E-'i" 

4.5'   to  6'-RT 

No 

Cone , 

2U 

1  i  -6 

No 

No 

Yes 

7a 

1198  +  89 

* 

&— ^ 

V      —  M  1 

Cone . 

24" 

12 '-6" 

No 

No 

Yes 

^nto  Hissile  Site  Access  Road. 

78 

J  1 

Om—  1  1 

1205  *  96 

120-)  +  62 

b— U 

1 U  —LI 

HO 

Cone, 

24" 

12 ' -6" 

No 

Yes 

"Oi i  R  cuar^rd  i  1   La  not  reaui red 

78 

■  1 

5  I 

End  "E-4"  Esnp 
Beein  "E"  Line 

13  +  47 

20  *  19 

6 '  -RT 

No 

Cone, 

24" 

12' -6" 

No 

No 

Yes 

Continue}  from  "E-2"  Ratip 

78 

53 

J£ 

U  J—  I 

•■E-4" 
1196  +  70 

11  ♦  60 

Hp*' 

-    A  "  RT 

No 

Cone . 

no 

No 

Yes 

78 

52 

6'i  -12 

"E-4" 
1196  *  70 

11  +  39 

"C" 

c 

4  '  IT 

No 

C^nc. 

12  -6 

Mo 

No 

Yes 

78 

32 

16  +  83 

17  +  27 

4  '  RT 

No 

Cone , 

OA" 

Kn 

Yes 

Very  dant^erous. 

78 

32 

65~l 

17  +  20 

17  +  60 

"E" 

4  '-LT 

No 

Cone . 

22" 

12 --6" 

No 

Yes 

Very  dangerous. 

78 

32 

65-1 

■* 

20  +  19 

"E" 

6'-LT 

No 

Cone. 

24" 

12'  -6'* 

No 

Yes 

♦From  Frontage  Road 

78 

12  +  82 

* 

"E" 

6'-LT 

No 

Cone . 

24" 

12'-6" 

No 

Yes 

*Oiito  Fruntage  Road. 

76 

End  "E"  Line 

End  Vaujhn  Junction  Interchange 

l.nd  l-15-'i('J)275 

PAGE    NO  29 


GUARDRAIL  INVENTORY 

INTERSTATE     SYSTEM  Ldl_ 


FA  P   NO;  I_IG-ING-15-B(3)33l 


STATION 


FROM 


118  +  97 


121  +  82 


143  +  22 


1^1  ■*  22 


TO 


125  +  80 


130  +  00 


14ii  +  83 


145  +  26 


LANE 

OR 
RAMP 


DISTANCE  FROM 

EDGE  OF 
TRAVELED  LANE 


N.B. 


S.B, 


N.B. 


•E-3" 


10' -BT 


lO'-i.T 


4'-LT 


1.5'  to  4'-l>T 


FLHD 
AND 
ANCH 


No 


No 


No 


POSTS 


TYPE 


Cone. 


Cone, 


Cone, 


Cone. 


HSHT 


SPACING 


SLOCK 

OUTS 


21" 


22' 


22" 


24" 


12' -6' 


12' -6' 


12 '-6' 


12 '-6" 


ANCH 

TO 
B  E 


Mo 


No 


No 


No 


No 


IMM 
HAZARD 


Yes 


Yes 


Yes 


Yes 


REMARKS 


Begin  I-IG-ING-15-B(3)551 


SHELBY  -  WEST  SIDE 


BeRtn  West  Shelby  Interchaige 


Be^'-'t  "E-5"  Ramp 


End  "E-5"  Ramp 


Begin  "E-6"  Raup 


OWG 


PAGE 
NO 


PHOTOGRAPHS 


PAGE 
NO 


80 


8rl. 

81 


81 


81 


55 


55 


PHOTO 
NO 


141  *  60 


1196  *  07 


1206  +  07 


149  +  54 


1-1 5  +  24 


5'-RT 


No 


1196  *  48 


•E" 


4'-LT 


No 


120U  *  34 


4'-LT 


No 


166  +  27 


S.B. 


4-  to  10' -LT 


No 


Coac.  22 


12'-6' 


No 


No 


Yes 


Cone. 


Cone, 


Cone. 


End  "E-6"  Ramp 


Bpgin  "E"  Line 


22" 


6'-3'* 


Ko 


Yg^ 


22" 


6'-3' 


No 


Yes 


End  "E"  Line 


End  West  Shelby  Interchange 


24' 


12 '-6' 


No 


No 


Yes 


Bl 


31. 


81 


82 


33 


34 


149  +  54 


149  +  51 


220  +  25 


224  *■  63 


151  *  50 


S.B. 


4 '  -?,T 


No 


Cone , 


2;' 


12 '-6" 


No 


No 


i.es 


165  +  76 


N.B. 


4'  to  lO'-RT 


Con-:, 


18" 


12'-6" 


No 


No 


Yes 


226  +  46 


N.B. 


10' -El' 


No 


Cone. 


20" 


12 ■ -6" 


No 


Yes 


228  +  34 


"C-I  ' 


4'-LT 


No 


Cone. 


24" 


12 '-b" 


No 


Yes 


Begin  Norc.^  ShelJ)'  Interchange 
Begin  "C-1"  Ramp  


r.n<i  "C-1"  Kam[> 


82 


82 


85 


85 


34 


PAGE    Nfi  50 


GUARDRAIL  INVENTORY                 fap  no  i-icinc-is-scmsst 

INTERSTATE     SYSTEM  .-l.-B(n)585 

STATION 

LANE 
RAMP 

DISTANCE  FROM 

c  ft  ^  C  c 

cDOt.  Of 
TRAVELED  LANE 

FLPD 

POSTS 

ANCH 

1  KJ 

B  E 

lUM 

HAZARD 

0W& 

PHOTOGRAPHS 

FROM       1  TO 

A  ij 
ANCH 

TYPE 

HGHT 

SPACING 

BLOCK 
OUTS 

n  t  I'M  M  n  r\  o 

PAGE 
NO 

PAGE 
HO 

PHOTO 
NO 

Begin  "C"  Line 

96  +  90 

99  +  7:. 

"C" 

2.5'  to  6'-LT 

No 

Cone. 

24" 

12 '-6" 

No 

No 

Yes 

83 

End  "C"  Line 

End  North  Shelby  InCerchenRe 

End  r-IG-ni';-15-8(3)351 

BeKin  1-15-8(11)585 

SWEETGRASS  INTERCHANGE 

1851  +  34 

1B57  +  58 

N,B. 

27  '-RT 

No 

'"one . 

30" 

l2'-6" 

No 

8'. 

Begin  Sweeti^rass  Interchange 

BeKin  "0-3"  Ramp 

iei.1  +  70 

18^0  +  63 

"0-5" 

7'-Rr 

No 

Wo.jil 

25" 

12  * -6" 

No 

Yes 

64 

HW6  +  70 

■•0" 
15  +  67 

"0-3" 

6'  -RT 

No 

Wood 

24" 

12 '-6" 

No 

Yes 

Ends  on  "0"  Line. 

64 

1&46  +  70 

"0" 
7+15 

"0-5" 

6'-LT 

No 

Wood 

24" 

12 "-6" 

No 

No 

Yes 

Ends  on  "0"  Line  at  bridge  end. 

84 

End  "0-5"  Ramp 

Be;,   I  "0-4"  Ramp 

l&i.6  *  63 

IBiO  +  5^ 

"0-4" 

6'-RT 

No 

Wood 

24" 

12'-6" 

No 

Yes 

Begins  on  "0-3"  Ramp. 

84 

End  "0-4"  Ramp 

Be3i-n  "0"  Line 

1  +  60 

15  +  84 

"0" 

6  '  .LT 

No 

Wood 

23" 

12' -6" 

No 

No 

Yes 

1  +  60 

4  +  59 

"0" 

4'-RT 

No 

Wood 

25" 

12 '-6" 

No 

No 

Yes 

84 

End  "0"  Line 

End  SweetRrass  Intecchanfte 

End  1-15-8(11)383 

PAGE    NO  51 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  ^-13 


FAR    NO.'  I-ING-15-2(8)118 


LANE 
OR 

SIGNS  OR  LIGHTS 

IMM 

HAZ- 

DWG 

PHOTOGRAPHS 

STATION 

01  ST  FH 

EDGE  OF 

T  V  PF 

SUPPORTS 

FOUNDATION 

RE  MARKS 

PAGE 

PAGE 

PHOTO 

RAMP 

TRVLD  LANE 

AMD 
NO 

NO 

MATERIAL 

BHKWY 

CONC 

P-JC 
TION 

ARD 

NO 

NO 

NO 

Begin  I  ^DJG-l5-2(  e  n  1  8 

DILLON  -  BUTTE 

18  +  00 

S  .B. 

1 8  '  -  RT 

M 

1 

6"  Post 

Yes 

1 

29  +  50 

1  fi  ■  RT 

G-5 

-| 
■L 

10"  Post 

Yes 

1 
1 

43*65 

M 

2 

6"   X  6"  Wofd 

Yes 

1 

1 

56  *  00 

S ,  B, 

1 6  * -RT 

G-7 

2 

10"  Post 

Yes 

Yes 

1 

L 

1 

58-li 

58  +  55 

N,  B. 

16'-LT 

R3-5 

1 

6"  Post 

Yes 

X 

60  +  60 

S.B, 

16'-Kr 

G-3 

2 

4"  X  6"  Wood 

No 

Yes 

1 

N.B. 
n 

11 '-LT 

MP 

1 

1 

^  J  p  * 

1  ^  '  DT 
IP    -  Pi 

R3-5 

1 

6"  t'ost 

Yes 

1 

pr^l^LFi  VILLUS    iiiLsicnan ^(J 

1 •1]   »  >  1 
n—  J 

0  ■  BT 

W13-5 

2 

6"  X  6"  Wood 

Yes 

1 

1 

lO'-RT 

W3-1 

1 

4"  X  6"  Wood 

Yes 

1 

U  t     ^     U  V 

"H  1" 

G-(  ) 

2 

4  UF  13 

Yes 

Yes 

4" 

Yes 

Silve  r  Bow    No  Sg rvicfts     u/a rrow 

1 

H-1 

O  "LI 

M 

1 

4"  X  6"  Wood 

No 

I  e  s 

1 

n~  1 

16 ' -LT 

E15-4 
R5_l 

1 

6'    X  6"  Wood 

Yq9 

1 

Oh    *  V  o 

n—  1 

y  -Kl 

Rl-1 

1 

4"  X  6"  Wood 

Yes 

1 

End  "H-1"  Ranp 

Begin  "H-4"  Ramp 

66  +  48 

"H-4" 

B'-LT 

Rl-1 

1 

4"  X  4"  Wood 

Yes 

1 

66  +  50 

"H-4" 

16 • -RT 

H5-1 

1 

6"  X  6"  Wood 

Yes 

1 

69  +  60 

"H-4" 

18 '-LT 

G-(  ) 

■> 

4  UF  13 

Yes 

Yes 

4" 

No 

Silver  Bow,  No  Services,  w/arrow. 

1 

72  +  00 

'■H-4" 

9'-LT 

W5-1 

1 

4"  X  6"  Wood 

Yes 

1 

PAGE  NO   I 


SIGN  BLIGHT  INVENTORY                 fap  no  i-ing-j5 

INTERSTATE    SYSTEM  '-i' 

-2(8)1 
2)125 

18 

STATION 

LANE 
OR 

RAMP 

DIST  FM 
EDGE  OF 
TRVLO  C*NE 

SIGNS  OR  LIGHTS 

lUU 

ARO 

REMARKS 

PAGE 
NO 

rnu  1  u 

PAGE 
NO 

PHOTO 
NO 

TYPE 
AND 
NO 

SUPPORTS 

FOONDATION 

NO 

MATERIAL 

SRKWY 

CONC 

P'JC 
TION 

"H-'i" 

S'-LT 

-'15-1 

2 

("."  X  6"  Wood 

1 

End  "H-A"  Ramp 

 Begin  "H"  Line  

4C  ♦  oc 

"H" 

a    -  K 1 

f.  ■  X  6"  Wood 

Yes 

2 

i«3  *  25 

"H" 

IQ'-RT 

G-10 

1 

X  6"  Wood 

Yes 

2 

'i7  +  oi 

"H" 

19  •  -liT 

H 

1 

U"  X  6"  Woad 

Yes 

2 

£  ^     ij  * 

G-n 

2 

i"  X  6"  Wood 

Ifes 

2 

47  +  05 

H 

End  "H"  Line 

End  Victor  Inierchsnce 

■*■    L  fs 
t  1    ^  H\J 

57  '  IT 

G-(  ) 

4 

8"  Pipes 

No 

Yes 

Yes 

Overhoal  ii^Ti, 

2 

; 

3) -7 

OH    *  V> 

^  n 

1 1  •  -RT 

M 

2 

f)"  X  6"  Wood 

Yes 

2 

fi2-2A 

2 

6"  X  6"  Wood 

Yfl: 

"> 

96  +  ^0 

12'-RT 

R^-3A 

2 

6"  X  6"  Wood 

Yes 

2 

l<i     *    ■  ■ 

S,B. 

18' -BT 

G-8 

2 

r."  Post 

Yes 

1 

.>9  -  3 

12 ' -RT 

m:' 

1 

H.P.  121 

2 

115  +  00 

N.B, 

12 '-LT 

MP 

1 

M.P-  121 

2 

131  +50 

N.B. 

1 e ' -LT 

G-i 

2 

10"  Post 

Yes 

Yes 

2 

> 

End  I -ING-15-2C 8)118 

Be^ia  1-15-2(221125 

BUTFE  WEST 

Begin  Nissler  Junction  Interchange 

Begin  "B-l"  Line 

+    2  ~i 

■'B-T' 

1^  '  -LT 

1 

6"  Post 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  _Lzl5_ 


FA  P    NO  1-15-2(22)123 


STATION 

LANE 
OH 
RAMP 

DIST  FM 
EDGE  OF 
trvlD  lane 

SIGNS  OR  LIGHTS 

1HH 

HAZ- 
ARD 

DWG  1 

PHOTOGRAPHS 

TYPE 

SUPPORTS 

FOUNDATION 

REMARKS 

PACE 

NO 

PAGE 
NO 

PHOTO 
NO 

AND 

NO 

MATERIAL 

BRK  WT 

CONC 

P-JC 
TION 

I  * 

B-1 

TO*     T  T 

1^  -LI 

HP 

1 

M,P,  125 

3 

23  +  00 

"B-1" 

18'-RT 

111  T 

1 

6"  I'ost 

Yes 

3 



2k   +  OC 

'■B-l" 

16 '-LT 

Wl  -2 

1 

(i"  Post 

Yes 

3 

52  +  10 

"B-1" 

15'-Lr 

Light 

1 

A  1  jiji . 

Yes 

6" 

No 

5 

35  +  00 

"B-l" 

15'-LT 

Light 

1 

Alum. 

Yes 

Yes 

8" 

3 

End  "B-l"  Lint 

 —  

Begin  "B-2"  Line 

5  +  85 

"B-2" 

i5'-rar 

Li^ht 

1 

Alum , 

Yes 

Ye  5 

7" 

3 

12  +  50 

"B-2" 

18'-KT 

R2-1 

Wl_l 

1 

6"  Fo=c 

Yes 

 _  

5 

18  +  70 

"B-2" 

6'-LT 

Wl-6 

1 

4'-  X  6"  Wood 

No 

No 

Mounted  inside  median  bartier  tail. 

t 
J 

24  +  85 

"B-2" 

16'-RT 

LlRht 

1 

A 1  um. 

Yes 

Yes 

2- 

3 

27  +  35 

"B-2" 

16' -RT 

LiRht 

1 

A!  um , 

Yes 

Yes 

8" 

3 

29  +  85 

"i;  -2" 

lO'-RT 

Light 

1 

Aluin . 

No 

Yes 

0" 

3 

End  "B-2"  Line 

 , 

Begin  "A-5"  Ramp 

2U0  *  05 

"A -3" 

16'-RT 

Light 

1 

Alum, 

Yes 

Yes 

6" 

5 

2^.0  * 

"A-3" 

12'-RT 

rir 

1 

M.P,  125 

5 

2A1  +  00 

"A -3" 

5o'-irr 

16'-LT 

G-8 

4 

10"  Pipe 

No 

Yes 

Overh-:ad  s  ign. 

5 

■J 

242  +  05 

"A~3" 

16'-CT 

1 

Alum , 

Yes 

Yes 

7" 

3 

2  0  6  +  10 

"A -3" 

2t"  -RT 

Licht 

1 

A  lum , 

Yes 

Yes 

10" 

5 

258  *  60 

"A -5" 

20'-tfr 

Liaht 

1 

A 1  un . 

Yes 

Yes 

10" 

3 

T  c  *     i    1  rt 
261    +  10 

■■A  4^' 

A- J 

"in*  DT 
—  Kl 

light 

1 

A 1  lim  . 

Yes 

Yes 

6" 

* 

End  "A-3"  Ramp 

End  Nissler  Junction  Interchange 

268  +  75 

W.B. 

JO' -KT 
30 '-LT 

G-6 

i. 

8"  Pipe 

No 

Yes 

6" 

No 

Overhead  sign 

3 

2 

38-5 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY                 fap  no  ■.i5-2( 

INTERSTATE    SYSTEM  I-15 

22)12 

3 

STATION 

LANE 
OB 
RAMP 

EDGE  OF 
TRVLO  LANE 

SIGNS  OR  LIGHTS 

tHU 

HAZ- 
A  R  0 

REMARKS 

DWG 

PAGE 
NO 

r  ni^  1  V 
PA  f^F 

r  *  V  C 

NO 

PHOTO 
NO 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

NO 

yATERIAL 

■RKWT 

[  P-JC 
COMC  TION 

E.B. 

53  -RT 

M 

1 

10"  Post 

No 

; 

21^  *  70 

40' -RT 

U5-4 

2 

8  WF  17 

Yes 

Yes 

2" 

5 

280  +  00 

E.B. 

E.B. 

i.O'-RT 

W5-2 

2 

8  WF  17 

Yes 

Yes 

5" 

U 

269  *  00 
290  +  50 

W.B. 

30'-LT 

G-15 

2 

8  24 

Ye? 

Ves 

4" 

IT  □ 

W.B, 

IX  -111 

iT-ra* 

MP 

M.P.  124   

29^-  *  12 

E.3, 

Lieht 

Alim 

Yes 

Yes 

7" 

296  +  eo 

W,B, 

T,'  IT 

G-5 
G-8 

8  24 

Yea 

Yes 

4" 

298  +  00 

E.B. 

Light 

Alum. 

Yes 

Yes 

8" 

u 

299  +  30 

W.B. 

1 

Light 

Alum. 

Yfis 

Yes 

7" 

4 

501  +  80 
304  +  65 

W.B. 

W.B. 

16'-1.T 

R3-3 

6"  Post 

Yes 

1  ,  '  _  i 

G-3 

ii"  X  6"  Wood 

No 

Yes 

u 

304  *  70 

E.B. 
B.B. 

M'  -  1  1 

Light 

Alun. 

Yes 

Ves 

\2'- 

u 

305  •  75 
524  *  50 

E.B. 

J5'-R1" 

R5-3 

6"  Post 

Ye  5 

A 

327  *  15 

E.B. 

Light 

Alim. 

Yes 

Ve? 

2" 

u 

327  +  25 

W.B, 

Light 

Alum. 

Yes 

Yes 

15" 

Yes 

4 

529  +  63 

E.B. 

lO'-KT 

Light 

Alum, 

Yes 

Ves 

3" 

h 

332  +  00 

W.B. 

50  ■  -li'f 
30'-LT 

G-12 
G-16 

8"  Pipe 

No 

Ves 

OverheaiJ  sign. 

U 

53^'  *  13 

E.B. 

12'-Rr 

Light 

1 

Alun, 

Yes 

Yes 

3- 

4 

Begin  Kocker  intercnange 



Begin    E-l  Bamp 

316  +  20 

"E-l" 

—  

20'-LT 

G-18 

2 

5  I  10 

Yes 

Yes 

5" 

4 

End  "E-l"  Ramp 

Begin  "E-2"  Ramp 

316  *  85 

■T-2" 

12'-LT 

Rl-1 

1 

6"  X  6"  Wood 

Yes 

'•It  *■  M5 

■'E-2*' 

1 

6"  X  6"  Wood 

Yes 

4 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE  SYSTEM 


FA  P    NO  ■  I-15-2C22}125 


1 

STAT  ION 

LANE 
Ofl 
SAMP 

SIGNS  OR  LIGHTS  | 

MM 

MAZ- 

 r 

DWG  [ 

PHOTOC 

RAPMS 

OIST  FM 
eOGE  OF 

trvld  lane 

TYPE 

SUPPORTS 

FOUNDATION 

REMARKS 

 _  

PAi^E  1 

u  A  1 

NO 

PAGE 

PMOTO 

AND 

NO. 

NO 

MATERIAL 

BRKWV 

CONC 

P-JC  1 
TION 

J^i.  *  CO 

"E-2" 

la'  -  RT 

115-4 

1 

'  X  ii"  Wood 

No 

Yes 

16' -LT 

W5-i 

'i             1  ^ 
1    ivr     1 J 

Ves 

Yes 

3" 

i. 

'>:n  '  00 

'■E-2" 

18' -LT 

W5-1 

I 

ii"  X  6"  Wood 

No 

Yi3 



329  *  75 

■■E_2" 

9*-LT 

Light 

J 

A  1  \s~[\  ^ 

Ye  s 

Yes 

9" 

132  +  25 

'■E-2" 

IT-LT 

Light 

1 

Alt  p-pj 

Yes 

Yes 

End  •■E-2"  Ranp 

Bpftin  "E-6"  Ranp 



300  +  75 

"E-'V 

13  '-i<r 

Light 

1 
J 

.■V  1  1 J  Tl 

Yes 

Yes 

9" 

Yes 

505  +  25 

••E-W 

15'-RT 

Light 

1 

Yes 

9" 

Yes 

307  +  00 

19'-RT 

W5-1 

i 

Yes 

505  +  10 

"E~4" 

IB'-RT 

WS-3 

UP    1  i 

Yes 

Yes 

5" 

u 

309  +  60 

••E-C- 

]6'-LT 

R5-i. 

1 

-*                   -J  WViJU 

Yes 

4 

316  +  10 

15'-LT 

R1..I 

1 

6"  X  6"  Wood 

Yes 

3i6  +  65 

20'-RT 

Rl-1 

1 
1 

Yas 

End  "E-i."  Raiop 

Beftin  "E"  Lim- 

0  +  90 

"E" 

10- -LT 

Lit!ht 

1 
1 

A 1  um 

Yes 

Yes 

Yes 

it 

1  +  05 

"E" 

12 '-RT 

G-l'J 

2 

J    I  IG 

Yes 

Yes 

3" 

1  +  90 

"E" 

12'-LT 

LiRht 

1 

Al  uin . 

Yes 

Yes 

9" 

Yes 

2+05 

"E" 

li'-r.r 

M 

1 

10"  Post 

Yes 

I, 

5  +  qo 

"E" 

2 

3  I  5.7 

Yas 

-es 

5" 

"E" 

13' -RT 

G_20 

2 

i  I  5,7 

Y^  = 

"es 

i" 

5+90 

"B" 

1 5 ■ -LT 

Light 

1 

Alum. 

Yes 

8'' 

Yes 

4 

5+90 

"E" 

15 '-CT 

M 

I 

10"  Pon 

Yes 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  ,.i5.2( 

I-IG-15 

INTERSTATE  SYSTEM 

22)123 
-2C16) 

126 

STATION 

LANE     OIST  FU 

,-io           Fflftf  flF 

SIGNS  OR  LIGHTS 

IHH. 
HAZ- 
ARD 

REMARKS 

 ■  "  

DWG 

PAGE 
NO 

rnu  1  u 
NO 

r  n     1  u 
NO 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

HAMP 

TRVLO  LANE 

NO 

yATERlAL 

SRK  WV 

CONC 

P-JC 

TION 

7  *  00 

■■E" 

12'-RT 

1 

Alum. 

Yes 

Yes 

9" 

Yes 

it 

LnJ     L  Line   

End  Kockei   in  t>* '  i  nariee 

iu\  +  00 

E.  B. 

kO'-RT 

G-25 

2 

8  Wt-  2U 

Ves 

Yes 

4" 

5 

W.  B. 

42' -LT 

WS-2 

2 

8  Wf  2i 

Yes 

Yes 

4" 

5 

344  +  00 

W.  B. 

35 ' -LT 

WS-4 

2 

8  W  2i. 

Yeb 

Yes 

5" 

5 

J70  +  00 

G-5 

2 

8  WF  24 

Yes 

Yes 

5" 

n 

if»2  ♦  00 
J^S  ♦  00 

W.  B. 
W.B. 

30 ' -LT 
30' -LT 

G-i 

2 

U   I  77 

Yes 

Yes 

4" 

5 

y)u  +  00 

E,B. 

42 '-KT 

G-C  ) 

2 

0  Wc  24 

Ves 

Yes 

2' 

City  Center.  Left  Lan-;  

5 

3'J9  +55 

W.B. 

12 '-LT 

MP 

1 

M.P.  125 

if 

399  +  58 

E.B. 

12'-RT 

bff 

1 

M.P.  125 

5 

599  +  85 

W.B. 

30 '-LT 

R2-8 

1 

10"  Post 

Yes 

5 

End  I  15-2(22)125 

Begin  l-IG-15-2( 16)126 

SILVEII  tow  CO. 

403  +  50 

S.B. 

15 '-LT 

M 

1 

5  I  10 

No 

Yes 

0" 

Mounted  behind  g<j3 ro ra 1 1 . 

6 

37-7 

410  •  10 

S.B. 

15'-LT 

1 

Stiel 

No 

Yes 

2- 

Mounted  behi.id  guardrail. 

6 

Beein  West  BuiLe  Inteichan^e 

Begin    A-1  Line 

415  +  75 

"A-1" 

13' -LT 

R5-4 

1 

4"  .<  4"  Wo5cJ 

No 

Yes 

6 

ii22  *  00 

"A-1" 

15'-LT 

W£--l 

1 

5  1  10 

No 

Y^r. 

2" 

1  e  E 

6 

5 

36-7 

EiiJ  "A-1"  Line 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  1-15 


FA  P   NO  -  I-IG-15-2(16)126 


LANE 

in 

SIGNS  OR  LIGHTS 

IMH 
HAZ- 

OWG 

PHOTOGRAPHS 

STATION 

DIST.  FM 
EDGE  OF 

T  VPE 

SUPPORTS 

FOUNDATION 

RE  MARKS 

PAGE 

r  n  \j  1  V 

fiAMP 

TUVLD  LANE 

AND 

HO 

NO  ' 

MATERIAL 

BRKWY 

CONC 

P-JC 
T(0N 

ARD 

NO 

NO 

NO 

Be^in  "A-2"  Line 

413  +  85 

"A-2" 

12"  -KT 

Lisht 

1 

Sbijel 

No 

Ye  5 

2" 

6 

414  * 

"A-2" 

1 1 ■ -KT 

-  ^ 

1 

1^"  Pipe 

Ne 

Ves 

2" 

V'Vt?  L  ^IQ  a  Q     3  £  gn  1     llll.'ll'l'.U^     L^elllll'-l     ^ij-ji^jtai  i. 

3 

57-0 

End  'A-2  LiriK" 

Begi-fi  Line 

414  +  65 

■'A-5" 

4  '-LT 

1 

16"  Pipe 

No 

Yes 

2" 

Overhead  sian,  mounted  behind  cuardraLl, 

o 

3 

37-'> 

-1 1  '.1  *  00 

"A- j" 

1 1 ' -LT 

Li  eht 

1 

No 

Yes 

2" 

6 

DTlsJ      n—J  LrkW"-- 

dq  ^  in    A        L  ine 

412  *  10 

"A-4" 

15 '-LT 

u  J-  K  L 

1 

?teel 

No 

Yes 

4" 

f. 

■hI.;  *  40 

"A -4" 

7'-RT 

1 

ii"  X  4"  Wood 

No 

Ye  3 

421  +  00 

"A-4- 

9'-UT 

*V  H  i 

1 

5  I  10 

No 

Yes 

IV 

Ye  s 

4 



57-5 

425  +  00 

"A -4" 

15 ' -LT 

W4-2 

1 

5  I  10 

No 

Ye  5 

2" 

6 

4 

37-5 

Cina  i"feaL  duluc  Liiitshi^iiaii^c 

450  *  60 

S.B. 

l.;'-LT 

MP 

1 

^S.t',    12  7 

7 

450  +  30 

N.B. 

12 '  -KT 

MP 

1 

7 

453  +  00 

N,B. 

1 0 ' -KT 

vj  — 

2 

8  WF  17 

No 

V.3S 

5- 

Ye  s 

7 

5 

37-1 

490  +  00 

a .  B, 

1^    -L  L 

M 

1 

5  I  10 

No 

Yes 

0" 

No 

Mount  "id  be 'I  i  rid  e^-i^^dra  il , 

7 

491  +  00 

N.B. 

17'-RT 

G-10 

2 

8  WF  17 

No 

Yes 

J" 

Mm  in  ^  aA   hfth  i  nH    criia  rA  FA  i  1 

7 

5  03  +  14 

N ,  B, 

111  DT* 

MP 

1 

M  F'  128 

8 

N.B. 

17' -RT 

G-11 

2 

WT  17 

No 

Yes 

11" 

No 

Hounted  behind  guardrail. 

8 

506  +  55 

N.B, 

12' -RT 

Light 

1 

Steel 

No 

Yes 

3" 

No 

Mounted  behind  guardrail. 

8 

510  +  40 

S.B. 

1  i  ■  -1.T 

Light 

1 

Steel 

No 

Ves 

2" 

8 

511  +  70 

N.B. 

15- -KT 

G-i 

2 

.."  X  6"  Wo^d 

No  j 

Yes 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM   LlIZ- 


FA  P    NO  L_IG-15-2C16)126 


STATION  Jf>  1 


OlST  ftt 
EDGE  OF 
irvlO  lane 


5U  ♦  75  N.B. 


51-  *  IP 


:.99  *  60 
502  +  25 


503  ♦  14 


5<W  +  90 


,30  7  * 
512  *  60 


514  +  25 


514  +  50 


516  +  60 


517  +  00 


518  +  60 


503  +  10 


511  +  10 


515  +  05 


513  *  05 


S.F, 


N.E. 


"G-1" 
■■G-1" 


"G-1" 


"G-1' 


"G-r- 


•G-1" 


•G-l" 


"G-1" 


"G-l" 


"G-1" 


"G-l" 


"G-!" 


'G-5" 


■■G-5' 


'G-3' 


SIGNS  OR  LIGHTS 


TYPE 
AND 
NO 


12'-RT 


1 5 ■ -LT 


12 '-RT 


IJ'-LT 


12'-LT 
10' -LT 


10 '-LT 


S'-U 


B'-LT 


6'-RT 


7'-LT 


6'-RT 


6'-RT 


7'-Kr 


6'-RT 


8'-RT 


7'-RT 


-LI 


Light 


Light 


Light 


Light 


Light 
Light 


MP 


Light 


Light 


Light 


Light 


LighL 


M 


Light 


Light 


Light 


NO  MATERIAL  ^BRKWv^ 


'OUNDATION 


iMM  ; 

MAZ-  I 


REMARKS 


coNc  I  r.oN .  ! 


Steel 

Steul 


Light 


W5-1 


Steal 


Steel 


jt.-3fll 

S '  1 


Steel 


:ree1 


Steel 


5  1  10 


i^teel 


steel 


5  I  10 


Steel 


Steel 


Steel 


Steel 


3  15  7 


No 


No 


No 


No 


No 
No 


No 


No 


No 


No 


No 


No 


No 


No 


No 


No 


Yes 


Yes 


Yes 


Yes 


Yes 
VTes 


Yes 


Yes 


Yes 


Yes 


Yes 


Yei 


Yes 


Yes 


Yes 


Ve 


Yes 

Yes 


3" 


4" 
2" 


3" 


5" 


2" 


3" 


2" 


V 


4" 


Yes 


2" 


4' 
2" 


Mounted  hehind  guardrail. 


Mounted  behind  guardrail 


Mounted  tiehind  guardrail 


Mounted  heUind  guardra  il . 
Mounted  behLnd  Ruardrail. 

Begin  Montana  Street  Interchaniie 


Bps, "n  "C-1"  Haiip 


Mounte.l  behind  guardrail, 
MourileJ   iehinJ  guardrail. 


M.P.  128 


Hi.unted  hehind  guardrail 


Mounted  behind  Ruardrail. 


End  "G-l"  Ramp 


Begin  "G-S"  Ramp 


Mounted  hehind  guardrail 


DW6 

PAGE 
NO 


8 


PHOTOGRAPHS 


PAGE 
NO 


PHOTO 
NO 


PAGE  NO 
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INTERSTATE    SYSTEM  i-'^ 


1 

STATION 

LANE 
OH 
RAMP 

SIGNS  OR  LIGHTS 

IMM 
HAZ- 
ARD 

OWG 

PMOTOC 

HAPHS 

Disr  FM 
EDGE  Of 
r«VLD  LANE 

TYPE 

SUPPORTS 

FOUNDATION 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

AND 

NO 

NO 

MATERIAL 

BRK  wr 

CONC 

P-JC 
TION 

51i  +  90 

G-3 

ft     T  T 

5  -LT 

Light 

1 

Steel 

No 

Yes 

4" 

8 

516  +  80 

"G-3" 

5'-LT 

T  1  ch  t 

Ij  L  ^11  I. 

1 

Ste.i? 

No 

Yb  ; 

g 

318  +  60 

■■G.5" 

5'-LT 

1  ill 

1 

No 

Ye? 

2" 

g 

o 

519  +  i>5 

"G-3" 

l^■-RT 

Kl  1 

, 

-    I  10 

No 

Ves 

0" 

Yes 

519  +  65 

■■G.i" 

q'-LT 

Kl  -1 

1 

WF  li 

No 

Ves 

10" 

Yes 

8 

Knd  "G-i"  Raup 

Pud  Montana  t-treet  Inters  hdr' ■.  e 

End  I~IC-15-2( 16)126 



Begin  I  -  l5-2t  1^1 1 127 

BLTiE  IJP.BAK 

:.!'■)  +  .f] 

N.B. 

RT 

1  V  fT  K  I- 

1 

Steel 

Mounted  on  bridRe. 

u 

O 

521  *  20 

3.B, 

12' -tT 

1 

Steel 

No 

Yrt5 

2" 

Hounleil  behind  Euardrail. 

.21  +  itO 

N.B. 

12' -KT 

—  1 

, 

5  I  10 

No 

Yes 

2" 

MountcJ  behind  iiiM'-Jrail. 

522  +  63 

N.B. 

1-'  ■  -RT 

1 

Steel 

No 

Yes 

3" 

Nountea  nenina  guar<3ra.i. 

8 

523  +  85 

S.B. 

12'-LT 

1  i  ffht 

1 

Steel 

N3 

Yef 

2" 

Mounted  behind  puardrail. 

525  +  20 

N.B, 

12' -RT 

, 

St-jfil 

No 

'es 

3" 

Mounted  jehind  suardrsil. 

g 

526  *  55 

S.B, 

12'-LT 

T  1  oh  t- 

1 

J:  -al 

No 

Yei 

2" 

Q 
O 

527  +  97 

N.B. 

12' -RT 

Light 

I 

tet;l 

No 

Ves 

3" 

8 

528  +  10 

S.B. 

15'-LT 

G-5 

6"  X  6"  Wo^d 

No 

iQS 

iH 

jlU  *  itO 

S.B. 

16' -LT 

G-11 

8  17 

No 

Yes 

5" 

lG  S 

8 

5 

5? -2 

Mght 

L^teel 

No 

Yes 

0" 

8 

5 

35-2 

Beftin  Montana  Street  1  nt-e rchan^e 

Begin  "0-2"  Ua^iip 

520  +  15 

"G-2" 

7'  -  ^T 

kl  -! 

1 

■■i    1   '  " 

v.. 

PAGE  NO 
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STATION 

LANE 

OR 
RAMP 

OlST  fU 

eocE  OF 

TRVLO  LANE 

SIGNS  OR  LIGHTS 

iWM 
HAZ- 
ARD 

REMARKS 

OWG 

PAGE 
NO 

PAGE 

NO 

PHOTO 
NO 

TtPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

NO. 

MATERIAL 

CONC 

P'JC 
Tl  ON 

13'-LT 

R1-] 

5  1  5.7 

No 

Yes 

5" 

V  - 

8 

520  45 
^  2 1  *  2 

■■C-2" 

6 '  -RT 

Light 

^  f  an  1 

^  mo  1 

No 

YflS 

1" 

S 
8 

^25  +  50 

'■G-2' 

6'-RT 

C  •       D  1 

^  t  1 

^  L-  C  c  1 

No 
No 

Yes 
Yes 

2" 
5^' 

a 

525  +  45 
525  •  70 

"G-2' 
"G-2" 

6'-LT 

W5-1 

5  15  7 

No 

Yes 

2" 

Yei 

8 
8 

527  +  37 

'■G-2' 

6'  -LT 

LiRht 
LUht 

Steel 

No 
No 

Yes 
Yes 

1  ' 
2" 

8 

529  *  2i 

■'G.2' 

e'-LT 

LiKlit 

S  t*irt  1 

No 

Yes 

5" 

8 

531  *  OS 

•'G-2' 

B'-LT 

End  "C  2"  Raup   

Beftin  •■G-4^'  Ramp   

6'-LT 

Steel 

No 

Yes 

2- 

8 

*  15 

'•G-W 

t'-LT 

M 

5  1  10 

No 

Yes 

6- 

Yes 

g 

522  +  00 

'■G-4' 

Lieht 

St-i  1 

No 

5" 

_£  

525  +  r- 

524  *  (■'' 

"G-4' 
"G-4' 

6'-LT 
6'-RT 

M 

5  I  10 

No 

Yes 

5" 

Ye^ 

_8  ^ 

525  *  !0 

"G-«" 

6'-LT 

Light 

No 

Yes 

3" 

8 

—  — — 

527  +  40 

"G-4" 

Light 

■jteel 

No 

Yes 

b" 

a 

550  +  60 

'•G-4'- 

9'-RT 

Light 

No 

Yes 

3" 

8 

5J3  +  50 

"G-4" 

lO'-RT 

LiRht 

Steel 

No 

Yes 

i," 

n 

Ett^  "G-4"  Ramp 

Begin  "G"  Line 

5  *  25 

..(,,. 

i:.--ST 

2 

8  we  17 

Yes 

Yes 

3" 

Yea 

a 
o 

6  +  45 

••G" 

12' -RT 

Light 

1 

•Heel 

No 

Yas 

1" 

a 

7  *  75 

"G" 

4'-LT 

Light 

1 

Steel 

No 

Yes 

3" 

a 
Q 

8  *  55 

"G" 

21 '-RT 

G-50 

2 

1 

ft  WF  17 

No 

-■ 

Yes 

a 
o 

n  *  ^; 

1  8 ' -rr 

Lieht 

1  " 

8 

PAGE  NO   L 
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STATION 

LANE 
OR 
RAMP 

SIGNS  OR  LIGHTS 

IMM 
HAZ- 
ARD 

PHOTOGRAPHS 

OlST  FM 
EDGE  OF 
TRVLO  LANE 

TTPE 

SUPPORTS 

fOUNOATION 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

AND 
NO 

NO 

MATERIAL 

SRK  WY 

CONC 

P-JC 
TION 

9  +  25 

"G" 

14 '-LT 

G-.;i 

2 

8  WF  17 

No 

Yes 

11" 

Yes 

8 

9  +  50 

"G" 

1 3 ' -LT 

1 

L=  te  e  1 

No 

Yes 

5" 

8 

1  *  60 

"G" 

18' -RT 

G-  Ji 

2 

S  17 

No 

Yes 

3" 

Yes 

s 

10  +  25 

"G" 

16 '-LT 

Light 

1 

Jt32l 

No 

Yes 

y 

B 

10  +  25 

"G" 

10' -RT 

Light 

1 

Steal 

No 

Yes 

5" 

8 

11  +  00 

,.(.,. 

15 ' -LT 

G-33 

2 

8  WF  17 

No 

11" 

Yes 

& 

11  +10 

"G" 

i6'-RT 

1 

;  t  e  e  1 

No 

Yes 

5" 

8 

11  +  50 

■■G'- 

15'-RT 

2 

B  WF  17 

No 

Yes 

6" 

Ye£ 

e 

12  +  10 

"C" 

14'-LT 

Light 

1 

i  teel 

No 

Yes 

3" 

8 



12  +  20 

la'-LT 

Light 

2 

i  wr  17 

No 

•^es 

4" 

Yes 

S 

12  +  85 

"G" 

lO'-RT 

LiRht 

1 

Stoal 

No 

"es 

2" 

8 

End  "G"  Line 

End  Montana  Street  Interchange 

336  +  05 

N.B. 

12 ' -RT 

1 

No 

Yes 

2" 

9 

3  58  +  75 

N.B. 

12'-RT 

Light 

1 

steel 

No 

Yes 

3" 

9 

544  +  50 

N.B. 

15'-RT 

1 

5  I  10 

No 

Yes 

9" 

Yes 

9 

5-^5  +  93 

N.B. 
S.B. 

12- -RT 
12 '-LT 

1 

M.P.  129 

9 

558  +  00 

N.B, 

13" -RT 

2 

8  WF  17 

No 

Yes 

3" 

Ye; 

9 

5 

33-4 

576  +  00 

S,B. 

le'-LT 

G-15 

S  '.1?  17 

No 

Yai 

4" 

Yes 

9 

J 

^  -1  1 

581  +  00 

N.B. 

G-14 

2 

8  W  17 

Ho 

Yes 

'i  " 

Yes 

9 

6 

35-5 

582  +  00 

S.B. 

10' -LT 

M 

1 

5  1  10 

No 

Yes 

2" 

Yes 

6 

583  +  00 

N.B. 

15 '-RT 

M 

1 

4"  X  6"  Wood 

Yes 

1 

9 

588  +  10 

N.3, 

50'_RT 

G-{  ) 

2 

4  I  7.-' 

Yes 

Yes 

21- 

Ai  [port  Next  Exit 

9 

588  +  90 

S.B. 

12 '-LT 

Light 

1 

Stenl 

No 

Yes 

2- 

9 

591  +  60 

S.B. 

1  '  -LT 

Light 

1  1 

:^teel 

" 

10 

PAGE  NO   U 
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STATION 

H  n  t 
OR 
R*MP 

01 S  T    F  W 

EDGE  OF 
TRVLO  LANE 

SIGNS  OR  LIGHTS 

lUU. 
HAZ- 
ARD 

REMARKS 

owe 

PAGE 
NO 

rn\j  1  u 

PAGE 
NO 

PHOTO 
NO 

TYPE 
AND 

NU 

SUPPORTS 

FOUNDATION 

NO           MATERIAL  BftKWT 

[  P'JC 
CONC  TIOH 

592  +  95 

N.B, 

12'-UT 

1  i  n-K  1 

LlRM 

1 

Steel 

No 

Yes 

5" 

iLl 

596  ♦  50 

S  .B. 

12 ■ -LT 

Light 

1 

Steel 

No 

Yes 

I." 

111 

N.B. 

9'-kr 

6'-LT 

C^l5 
G-16 

1 

Pipe 

No 

Yes 

2" 

Overhead  sign,  mounted  behind  guardrail. 

in 

55-7 

596  *  50 

12'-Rr 

1 

Steel 

No 

Yes 

2" 

10 

598  *  85 

N.B. 
S.B, 

12* -LT 

Light 

1 

Steel 

No 

Yes 

4" 

Mounted  behind  guardrail.  

10 

599  *  70 
co:  *  35 

N.B. 

12' -RT 

Light 

1 

Steel 

No 

Yes 

1" 

Hounted  behind  guarJ.-jil.  

in 

602  +  40 

S.B, 

13'-LT 

Light 

1 

Steal 

No 

Yes 

5'- 

Mounteo  oenino  guararsii,   

lo 

605  +  00 

S.B. 

17 ' -LT 

W4-1 

1 

5  1  10 

No 

Yes 

2" 

Mounted  be^iind  guardrail.  

10 

605  +  85 

N.B. 

12'-Err 

Lighi' 

1 

Steel 

No 

Yes 

2- 



Hojnted  lehmd  guardrail.  

10 

605  +  10 

S.B. 

2'-LT 

Liii*ii 

1 

Steel 

No 

Yes 

5" 

MoLtnted  on  bridge. 

10 

606  +  80 

N.B. 

12'-RT 

Lig'ii 

1 

Steel 

No 

Yes 

1" 

Mo'inted  behind  guardrail. 

10 

608  +  75 

S.B. 

1 2 ■ -LT 

MI" 

1 

M.I'.  130  

10 

610  +  50 

S.B. 

1 ■  -LT 

LiS'if 

1 

Steel 

No 

Yes 

2" 

10 

611  +  50 

N.B. 

le'-BT 

G-I7 

2 

8  UF  24 

No 

Yes 

10" 

Yes 

10 

-  n 

-  'J 

511  +  85 

N.B, 

12'-RT 

Light 

1 

Steel 

No 

Yes 

5" 

10 

'.12  +  05 

S.B. 

15'-LT 

W4-1 

1 

4"  X  6"  Wood 

Yes 

No 

10 

615  +  50 

N.B. 

15 '-RT 

\ 

5  I  10 

No 

Yes 

6" 

10 

615  +  05 

S.B. 

15'-LT 

V—  J 

2 

4"  X  6"  Wood 

Ye-r 

10 

..1  • 

-R. 

12'-LT 

Light 

1 

Steel 

No 

Yes 

2" 

ll> 

r,\u  +  55 

N.B. 

12' -RT 

Light 

1 

-S  leel 

No 

Yes 

4" 

in 

618  +  50 

S.B. 

16'-LT 

G-18 

2 

10  WF  29 

No 

Yes 

3" 

fbt  yvi  mln#1     nAnin^l     nit?!  rA  r~  4  1  1 

10 

6 

3^  -V 

619  *  70 

s.n. 

1 2 ' -LT 

Light 

1 

S\i  1 

No 

Yss 

2" 

10 

6 

3^-7 

619  +  95 

N.B. 

12'-RT 

Ught 

1 

Steel 

No 

Ves 

4" 

10 

♦  r.f. 

».  B. 

12'-Rr 

Light 

1 

Steel 

No 

Yes 

5" 

1.T 

PAGE  NO 
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FA  P   NO  ,oi27 


^  T  AT  1  flM 

LANE 
n  a 

RAMP 

0<ST  FM 
CUtft  Or 
TRVLO  LANE 

SIGNS  OR  LIGHTS 

IHM 

u  ■  T  — 

HAZ- 
ARD 

owe 

PHOTOGRAPHS 

TYPE 
ANO 
NO 

SUPPORTS 

FOUNDATION 

PAGE 

NO 

PAGE 
NO 

PHOTO 
NO 

NO 

UATERIAL 

CONC 

PJC 

Tl  ON 

Begin  Harriso.i  Aveiue  Interchange 

Begin  "E-1"  Rajip 

6^7  +  80 

"E-1- 

12'  -  PT 

Licht 

1 

^  tee  1 

Np 

Yes 

3" 

Mo'jn  t  e  li  ^e^  in            rdro  i  1  . 

111 

OlO  *  25 

"E-1" 

[i  '  -  KT 

1 

r  .-  1 

'  1.1 

Ye- 

r ' 

601  *  80 

■'E.2" 

5'-LT 

-7 

1 

5  I  5.7 

No 

Ye  = 

Ye; 

10 

601  *  90 

■'E-2'- 

8'-LT 

Rl-1 

1 

5  I  5.7 

No 

Yea 

2' 

^es 

10 

602  +  50 

"E-2" 

6'-RT 

Light 

1 

Stoel 

No 

Yes 

?" 

10 

60i  +  00 

"E-2" 

16 '-LT 
9 '  -IT 

M 
M 

! 
1 

3.5"  Pipe 
?  1  5.7 

No 

Ye£ 

3'' 

Yes 

1 3 

6 '  -  RT 

U-1 

wii-1 

2 

3  I  5.7 

No 

Yes 

3" 

Yes 

10 

G04  *  75 

"E  -2" 

5  ■  -KT 

LLght 

1 

No 

Yh-s 

2' 

10 

605  +  50 

"E-2" 

1 8 ' -LT 

G-C  ) 

2 

it  wr  13 

Ye  = 

Yii 

3" 

No 

Airport,     Mounted  behind  guardcai.1. 

10 

607  +  25 

*'E_2" 

'."  '  -RT 

Li  ^nt 

1 

Steel 

No 

Yes 

5" 

Mounted  behind  guardrail. 

10 

\J  U  J  T 

''E  -2" 

1 0 ' -LT 

5J3-1 

1 

3  I  5.7 

No 

V'is 

3" 

Mounted  behind  gnacdrail. 

10 

Light 

1 

".^o 

ies 

4" 

MoiiTtei  behind  guardrail 

10 

610  ♦  50 

10* -LT 

Wl-1 
W13-1 

1 

5  I  5.7 

No 

Yes 

3" 

Mojnted  behind  guardrail. 

11 

612  +  00 

9'-LT 

Lis'.. 

1 

-Steel 

No 

Yes 

2" 

Mo'jdted  behind  guardrail. 

10 

614  +  50 

"E-2'' 

9 '  -LT 

Li^'.t 

1 

Stesl 

No 

Yes 

3" 

Mounted  behind  guardrail. 

617  +  00 

"E-2" 

9 '  -LT 

LiRlU 

1 

Steal 

No 

Yes 

2" 

Mounted  behind  guardra il . 

10 

End  "£.2"  Rarap 

fieeir,  "F-3''  ■:amp 

609  +  J5 

"E-i" 

5'-LT 

R4-7 

1 

5  !  ; ,  7 

No 

Ves 

2' 

Yes 

1  ? 

609  +  50 

■•E-3" 

3'-LT 

Rl-1 

1 

3  1  10 

No 

Yes 

3" 

Yes 

10 

610  +  20 

'■i:-5" 

6'-RT 

Lieht 

1 

St^  1 

N  . 

PAGE  NO 
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SIGN  a  LIGHT  INVENTORY  fa  p  no  :  j 

INTERSTATE    SYSTEM  ^-^^ 


STATION 

LAN€ 
RAMP 

SIGNS  OR  LIGHTS 

lUU 

n  n  t' 

ARD 

OWG 

PHOTOGRAPHS 

DIST  FW 
f nAC  ftp 

TRVLD  LANE 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

RF  MARK9 

r\  ^  m  M  n  rv  sj 

PAGE 
NO 

PAGE 

NO 

PHOTO 
NO 

NO 

UATEniAL  flRKWV 

COMC 

K  J  U. 

TION 

605  +  00 

■'E-6" 

8'-LT 

LiRht 

1 

Steel 

No 

2" 

10 

Eld  "E-6"  Raup 

Bee  Line 

11  *  35 

"E" 

1 8 '  -  R  r 

■j 

8  W-/  1- 

No 

tes 

-1  '  ' 

Yes 

I'l 

11   '  73 

"E" 

16 ' -LT 

Light 

No 

-'e  i 

1  ■ 

12  *  75 

"E" 

lo '  -RT 

Littht 

1 

steel 

No 

Yes 

2" 

10 

13  +  15 

"E" 

5'-LT 

R5-2 

i.5"  Pipa 

No 

Yes 

1" 

Yei 

10 

15+50 

"E" 

17'-RT 

G-57 

8  W!-'  17 

No 

Yes 

5" 

Yes 

1 

13  +  iiO 

"E" 

18' -LT 

G-50 

B  v.:  1" 

Mo 

Yes 

3- 

Yes 

10 

1',  *  A  5 

"E" 

1 6 ■ -LT 

Light 

Steel 

No 

Ye; 

10 

li   +  73 

"  E" 

16' -RT 

Light 

L-lo 

Ye: 

1" 

11 

15  +  15 

"E" 

1 5 ■ -LT 

Light 

Steel 

No 

Yei 

3" 

Ui 

16  +  20 

16 '-RT 

R5-1 

3  1  5.7 

No 

YeiL 

■V 

10 

16  +  25 

■■E" 

16'-RT 

Lii:ht 

1 

St  !.^1 

No 

Yes 

?'■ 



10 

17   ■  U 

"E" 

16 '-',T 

Light 

Steel 

No 

Yes 

2" 

10 

17  +  60 

"E" 

14  '  -LT 

1  l^ht 

Steal 

No 

Ye; 

1" 

Tcaf £lc  Lli^Ul 

1 '"' 

18  +  45 

"E" 

14'  ',T 

Light 

St^  1 

So 

.•es 

2" 

Traffic  LiRht. 

1 

18  +  50 

14  •  t 

Liffht 

Steel 

No 

Ye  5 

1" 

Traffic  Light. 

1" 

18  +  60 

"E" 

i6'-Kr 

Light 

No 

Ye; 

!" 

10 

20  +  10 

"E" 

2'-LT 

G-38 

10"  Pos:s 

Yes 

20  +  60 

-E" 

16'-«T 

Light 

St^al 

No 

Yes 

2" 

10 

20  +  7.T 

1 6  •  -LT 

Light 

>t^.:l 

No 

Y^5 

2  ■ 

22  +  40 

"E" 

1 0  '  -LT 

G-3'J 

16"  Pipa 

No 

Yes 

Yei 

Ove  diej  i  s  i^n . 

10 

22  +  65 

^  'E" 

16" -LT 

Lieht 

.=  teel 

No 

Yes 

1" 

10 

PAGE  NO   11 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  '-'^ 


FA  P    NO  T_15-2(16)127 
I_n5-2(5)126 


STATION 


LANE 

OR 

RAMP 


DI$T  Fin 
EDGE  OF 
TRVLD  LANE 


23  +  50 


632  +  no 


C3S  * 


N.B. 


N.B, 


S.B. 


12 '-LT 


\U ' -RT 


30' -LT 


SIGNS  OR  LIGHTS 


TYPE 
AND 
NO 


Light 


3-(  ) 


SUPPORTS 


NO 


MATERIAL 


BRKWT 


It"    X    6"  Wo3l3 


5  !  10 


ii  WF  13 


No 


No 


No 


Ye 


FOUNDATION 


CONC 


Yes 


Yes 


p-JC 
TION 


IMU 
HAZ- 
ARD 


REMARKS 


Yes 


No 


Yes 


End  "E"  Li:ie 


EnJ  Uarrison  Avenue  I ritectbange 


Mounted  behind  guardrail 


At  rporl  Next  Exit . 


0«C 


PAGE 
NO 


ii 


11 


11 


XL 


PHOTOGRAPHS 


PAGE 
NO 


PHOTO 
NO 


55-11 


643  ■*■  15 
661  +  51 


N.  B. 


i2'-Frr 


G-20 

Mr 


M..",    131.  missing  on  g.B.  lane. 


662  +  00 


S.B. 


16' -LT 


10  2) 


No 


Yob 


li- 


ves 


Harrison  Avenue  Exit 


Eiul  1-15-2(1^)127 


Begin  1-115-2(5)126 


\mST  BUrrE  SPUR 


Ull*  +  85 


i.3--BT 


G-5 


8  WF  2i 


Yes 


Yes 


456  +  00 


W.B. 


23 '-LT 


R2-8A 


6"  Post 


Yes 


W.B. 


16 '-LT 


6"  Post 


Yes 


*  "5 


30 '-HT 


G-1 


8  W!'  2i 


Yes 


Y«s 


462  *  15 


E.B. 


IJ'-BT 


G-5 


X  6"  Wood 


Yes 


461  +65 


W.B. 


16'-LT 


R3-5 


6"  Post 


Yes 


464  ♦  98 


E.B. 


15'-RT 


R5.  5 


6"  Post 


Yes 


467  +  95 


4  7j  *  7j 


476  ♦  00 


4  81  *  00 


W.B, 


W.B. 


E.B. 


W.B. 


1 5 ' -LT 


16 '-IT 


21 '-RT 


4  0'-1,T 


G-5 


G-1 


'J- 2 


X  6"'  Wood 


8  W!'  24 


6"  Post 


a  wr  24 


Yes 


Yes 


Yes 


Yes 


11 


1 1 


12 


\2 


12 


15 


13 


13 


13 


15 


15 


!  5 


54-5 


PAGE  NO   I 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  ;  i.ns-scsn^e 

INTERSTATE    SYSTEM  ^-is 

STATION 

LANE 
OR 
HAMP 

SIGNS  OR  LIGHTS 

IMU 

HAi- 

ARD 

DC  U  A  D  ^  C 

DWG 

PHOTOGRAPMS 

OlST  FM 
EDGE  Of 
tBVLD  LANE 

TYPE 

SUPPORTS 

fOONOATION 

pA(;e 

NO 

PAGE 
NO 

PHOTO 
HO 

AND 

NO 

NO 

yATERIAL  BRKWT 

CONC 

TION 

Begin  Excelsior  Avenue  Intecchanga 

Begin  "E-l"  ka-ip 

Ih  -LI 

R4-7 

1 

6"  X  6"  Wo3d 

Yef 

15 

tllQ        t.  —  ?  tl^Tip 

lie  ^  1  fL      L-i  r^^Tip 

U5k    +  55 

15 ■ -LT 

Rl-1 

1 

4"  X  6"  Wo>i 

No 

V  - 

1  , 

\  T/i  + 

1  ?  '  OT 
1  <c  I 

1 

6"  X  6"  Wo3  3 

Yes 

H>J    +  00 

Wi_l 

1 

'."  X  6"  Wood 

No 



13 

464    +  50 

2t>  -LI 

R6-8 

I 

6"  X  (>"  Wood 

Yes 

469  *  ^0 

1 8  ■  -T.T 

W13-5 

1 

6"  X  6"'  Wood 

Yes 

1 5 

iJCcLit            ^  ndfiy 

\J  -LI 

1 

6"  X  6"  Wood 

Ves 

13 

tJllU                  ^  J  L<ClLI|J 

Dc  ^  L II        b  ™^        IV  a  III  ^ 

460  +  55 

18  -KT 

W3-1 

1 

4"  X  6"  WooiJ 

No 

I  c  — 

It 

HOP   *  iJ 

1  i'  '  DT 
1 V  ftl 

R5-S 
R5-1 

1 

6"  X  6"  Wo-Jd 

Yes 

13 

465  +  60 

lie    > .  1  r 

1^  -Kl 

1 

i."  X  6"  Woo-i 

No 

Yes 

13 

End  "E-6"  RaaiD 

Beein  "E"  Line 

M 

1 

6"  Post 

Yas 

13 

0  +  90 

"E" 

1^ ■ -LT 

G-6 

2 

3  T  J."' 

Yes 

J 

15 

3  +  00 

"C" 

15 ■ -LT 

M 

1 

B"  Post 

Ves 

1  j 

26  +  75 

'T" 

Ij'^P.T 

■■I 

1 

6"  Po5t 

Yes 

13 

23  ♦  7^ 

"E" 

\U  •  -LT 

:  I  1- 

1  0 

"I  3 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  1-115-2 

I-IG-15 

intfb<:tatf    (jyrtfm  i-is 

.5)126 
-2(171 

l^n 

STATION 

LANE 
OH 

n  jlmp 

OIST  FM 
EDGE  OF 

SIGNS  OR  LIGHTS 

IMH 

HAZ- 
ARD 

REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 

NO 

PHOTO 
NO 

TYPE 
AND 

SUPPORTS 

FOUNOATION 

NO 

UATEOIAL 

BRK  WY 

CONC 

PJC 
TION 

26  +  75 

"E" 

16 ' -LT 

rj 

1 

6"  Post 

Yes 

i; 

Bno     a  Ltne 

End  fcixrels ior  Avenue  Interchange  

End  I    115  2(5)12u 



Begin  1-10-15-2(17)130 

EA^T  BUlib   IN  I  LKLHArltjt,   

,  

9  +  00 

N.B. 

15 '-KT 

1 1/1  1 
W**  —  1 

1 

5  I  10 

No 

Ves 

9" 

14 

8 

34-1 

n  *  80 

S.B. 

lit '  -LT 

VJii-l 

1 

5  1  10 

No 

Ves 

6" 

No 

Mounted  behind  guardrail.  . 

\U 

27  *  55 

S.  B. 

in  ■  -i.T 

2 

8  V  17 

No 

Ye& 

Yes 

li 

8 

53-11 

28  +  ii3 

N.B. 

i5'-Rr 

M 

1 

5  I  10 

No 

Yes 

8" 

Yes 

li 

8 

51  +  80 

S.B. 

6'-LT 

G-25 

1 

16"  Pipe 

No 

Yes 

6" 

No 

Mount. ;d  benJ.id  guardrail. 

li. 

9 

55-5 

Begin  East  Butte  Interchanee 

Begin  "B-l"  Hamp 

18  *  07 



"B-l" 

12 '-LT 

Wl.  IR 

W13-1 

1 

5  I  10 

No 

Ves 

Yi-; 

li< 

9 

5i-n 

25  *  95 

"B-l" 

ll'-RT 

1 

5  I  10 

No 

Ves 

U  ' ' 

Yes 

i'p 

33-9 

55  +  00 

"B-l" 

10' -RT 

1 

5  I  10 

No 

Yes 

8" 

Yes 

15 

i  . 

37  +  55 

"B-l" 

10' -RT 

Wfi-2 

1 

5  1  10 

No 

Yes 

2" 

1  *^  s 

15 

9 

53-5 

43  +  57 

"B-l" 

lO'-RT 

R6-3 

1 

X  10 

No 

5" 

iy  0 

noun Ueo  oeu  1  ivi  rub  ro  ra  1 1 , 

15 

47  +  10 

B-l 

1  I  ■  ZTT 

1 5  -  Kl 

M 

1 

5  I  10 

No 

Ves 

2" 

15 

End  "B-l"  RsiHD 

Beffin  "B-2"  RaYiD 

19  no 

■■B-2" 

1 5 ' -LT 

!  -1 

i 

8  WF  17 

No 

Yes 

3" 

Yes 

14 

27  +  86 

"B-2" 

lO'-RT 

G-28 
G-27 

1 

16"  Pipa 

No 

Yes 

6" 

No 

Overhead  s  Lgn  ,  mounted  behind  gua  rd  ra 1 1 . 

15 

33-5 
55-6 

PAGE  NO   Lii 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  ^-^^ 


FA  P    NO  I-IG-15-2<17)150 


C  T  A  T  1 

5  TAT  1  ON 

LANE 
OR 
RAMP 

SIGNS  OR  LIGHTS 

tMH. 
M  Ai- 
ARO 

DWG 

PHOTOGRAPHS 

DIST  FU 
EDGE  OF 
TRVLD  LANE 

TYPE 

SUPP0«TS 

FOUNDATION 

PAGE 
NO 

NO 

PH  OTO 
NO 

AND 

NO 

NO 

yATERIAL 

BRK  WY 

CONC  1  T,oN 

32  +  60 

2'-RT 

IW-7 

2 



4"  X  6"  Woad 

Yes 

15 

End  "B-2"  Ra.np 

Begin  "B-4"  Ra.Tip 

 ■ 

1  1      •  KJkI 

1 

ISO 

No 

Overhead  sign,  mounted  behind  guardrail. 

1  4 

End  "B-4"  RanD 

Fnti   Fa^t"    R»it'r*>    'itf* rcSa Fi ^1  e 

End  r-IG-15-2(  17)!  5li 

PAGE  NO   12 


SIGN  a  LIGHT  INVENTORY                 fa  p  no    i-ia  u 

INTFB<;TaTF  qY^TFM 

15J173 

STATION 

LANE 
OR 

KnMr 

01  ST  FW 
EDGE  OF 
1  tVLU  LAnc 

SIGNS  OR  LIGHTS 

IMM 
HAZ- 
ARD 

RE  MARKS 

DWG 

PAGE 
NO 

PHOTO 

PAGE 
NO 

PHOTO 
NO 

TtPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

NO 

MlTEHtAL 

BHK  wr 

CONC 

P-JC 
T(ON 



1  L.\PiL-Y   Ht/KIn  APiU  -^lUU  In  , — 

N.b, 

33'-Kr 

2 

B  W  17 

Yes 

Yes 

3" 

16 

11 

304  +  '>5 
310  +  66 

S,B, 

15'-RT 
1 3 ' -LT 

HP 

1 

Mile  Post  191 

16 

527  +  00 

S.B. 

28 '-LT 

G-5 

2 

8  V/F  17 

Yes 

Yes 

3" 

U. 

S.B. 

22 ■ -LT 

[12-&A 

1 

8"  Post 

Yes 

16 

535  +  00 
5J.3  *  50 

N.B. 

19 '-RT 

n  /  \ 
ir-K  i 

2 

U  WF  17 

Yes 

Yes 

3" 

Ciaiicy.  w/arrow.   

16 

10 

-  00 

S.B. 

22 • -LT 

M 

n 

1 

6"  Post 

Yes 

16 

5G.i  ♦  15 

S.B. 

15 --LT 

1 

X  6"  Wood 

No 

Yes 

16 

5(>3  +  45 

N.E. 

16'-Rr 

2 

5  t  10 

Ye  5 

Yes 

!,■' 

16 

365  +  93 

N.B. 
S.B. 

12'-RT 
12 '-LT 

nr 

1 

Mile  Post  182 

16 

577  +  15 

N.B. 

15 '-RT 

K  J-  J 

1 

X  6"  Wood 

No 

Yes 

16 

377  +  75 

S.B. 

17'-LT 

2 

5  I  10 

Yes 

Yes 

16 

385  *  50 

S.B. 

35 ' -LT 

G-6 

2 

8  WF  2A 

Yes 

Yes 

0- 

15 

Bfigln  Clancy  Interchange 

Begin  "G-2"  Ramp 

370  +  32 

"G-2" 

2U ' -LT 

WlO-1 

1 

4"  X  6"  Wood 

No 

Yes 

16 

370  +  65 

■'G-2" 

12'-LT 

1 

6"  X  6"  Wood 

No 

Yes 

16 

370  *  65 

"0-2" 

12 ' -RT 

R5-1 
R5_4 

1 

4"  K  6"  Wood 

No 

Vet  1- 

xe  s 

16 

573  *  65 

10  -Ki 

R5-i 

1 

4"  X  4"  Wood 

No 

16 

j/h    +  UU 

to    — Ij'- 

R5-4 

2 

5  I  10 

Yes 

Ye£ 

2" 

16 

1  fi'  IT 

1  O     —1*  1 

W3-1 

1 

4"  X  6"  Wood 

No 

Yes 

16 

Cud  "C-2"  Ramp 

Bp^in  "G-4"  Ramp 

ic3  *  55 

19 '-^BT 

W3-1 

1 

s  6"  Wood 

No 

Ve  ■- 

1  r. 

PAGE  NO   ^ 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  l-l^ 


FA  P    NO.-  1.15-3(15)173 


STATION 

LANE 
OR 
RAMP 

SIGNS  OR  LIGHTS 

IMM. 
M  AZ- 
AflO 

n  t  M  An TVO 

DWG 

PHOTOGRAPHS 

DIST  FM 
EDGE  OF 
TRVLO  LANE 

TYPE 

SUPPORTS 

FOUNDATION 

PAGE 
NO 

PAGE 
NO 

PHOTO 

NO 

AND 
NO 

NO 

MATERIAL 

BHK  wr 

CONC 

P'JC 
Tl  ON 

365  +  95 

G-1 

2 

0  r  10 

Yes 

Yes 

0" 

It 

366  +  55 

IS'   T  T 

VI5-U 

1 

S"  X  Hood 

No 

Yes 

16 

1  j  '  -r  r 

I  1-1 

1 

6"   s  6"  Uooil 

No 

Yei 

l-S 

.•'JO   ^   V U 

1  J  ■     T  T 

r;.-i 

I 

(V   ^   o"  Wood 

No 

Yes 

1 6 

Tnii    "C-W  Ramii 

fi        1  ^ 

T     ■    T  T 

Rl-l 

1 

4"  X  6"  Wood 

Yes 

16 

1  1  ■  f>T 
1  1  -"Ki 

M 

1 

6"  X  8"  Wood 

Yes 

16 

Q     +  "7^1 

V 

1  ^  *  in" 

J  J  -  i\i 

WlO-1 

1 

4"  X  6"  Wood 

No 

Ye;- 

16 

^  i-Y     A  In 
lU    +  lU 

1^  -LI 

G-l(i 

2 

5    1  10 

Yes 

Yes 

0" 

1  '3 

10    *  60 

I  ■>  *  IJX 

II  -K 1 

G-11 

2 

5    !  10 

Yes 

Yea 

1  Ci 

11  +  30 

"G" 

Ij 

12' -LT 

o 

M 

1 

D    X  0    Woo J 

u; 

1  6 

It  ^ 

V 

fi  '    T  T 

Flashing  railroad  crossing  sign. 

16 

End    'G"  Line 

.  Bp 

1 1  '  I?T 
*;  1     -  I 

M 

1 

6"  Post 

Yes 

17 

iiO^  +  00 

R2-S 

1 

8"  Post 

Yes 

1  ; 
1 

^9  ■  RT 
—  iM 

C-7 

2 

8  WF  2i 

Yes 

17 

N.B. 

b  .  B. 

13- -RT 

1 J  -LI 

MP 

1 

M  r  1  J"    ''nit    1  H3 

17 

A 55  ♦  60 

S.B. 

35 ' -LT 

2 

8  WF  17 

Yes 

Yes 

3" 

17 

N.  B, 

12'-RT 

1  £         —  Li  - 

MP 

1 

ost 

18 

End  1-15-3(151173 

PAGE  NO   ±1 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  i-ig-is 

IWTFR<5TATF     i;YC;TFU  l-l^' 

11 

STATION 

LAME 
OB 
R  A  MP 

DI5T  FM 
EDGE  OF 

TRVi  f>  t  AMF 

SIGNS  OR  LIGHTS 

IMU 

MAZ- 
AftD 

RE  MARKS 

OWG 

PAGE 
NO 

PMO  lu 

PAGE 
NO 

PMOTO 
NO 

TYPE 
AND 
NO 

SUPPOHTS 

FOUNDATION 

NO 

MATERIAL  jaRttWY 

1  FJC 
COWC  TION 

I  j-;  



lie^tn  1  -n>-i3-3V  a  i  I'  r                                      _      .           __  .  — 

 MjNTANA  L  1  1 1   MuKlH  ftMU  M'U  1  n  — 

N.B. 

2 

12  WF  27 

Yea 

Yes 

2" 

591  *  15 
604  ♦  50 

S.B. 

25'-LT 

w— 7 

1 

8  WF  17 

Yes 

Yes 

4" 

21 

(i29  *  ^5 

S.B. 

19'-LT 

1 

8"  Poet 

No 

Hount.eJ  lehimi  guardtail. 

21 

638  +  50 

S.B. 

19'-LT 

n 

1 

8"  Post 

No 

Hounteo  henitiO  guaroraii,   

21 

N.B. 

50'-RT 

2 

12  WF  27 

Yas 

Yes 

5" 

2i 

6C49  *  50 
f!55  +  30 

N.B. 

15 '-RT 

2 

6  Ul"  15 

Ves 

0" 

22 

657  +  25 

S.B, 

16" -LT 

ffl  T  T 

1 

X  6"  Wood 

No 

Yes 

22 

672  *  90 

N.B. 

16'-RT 

1 

U"  X  6"  Wood 

No 

Yes 

22 

673  +  50 

S.B. 

16'-LT 

G-5 

2 

4  WF  15 

Yes 

Yes 

2" 

22 

679  *  40 

S.B, 

50'-LT 

G-6 

2 

12  WF  27 

Yes 

Yei 

4" 

22 

  Be g tn  rlofttana  L«tty  intecc nan^e   ^  

BeRin    ri-i  hamp   

666  *  15 

"M-l" 

18' -LT 

J! 

1 

4"  X  6"  Wood 

No 

Yes 

End  "M  1"  RamD 

Beg  i.n    M-^     Kamp  ^ 

666  +  85 

"M-2" 

1 2 ■ -LT 

Rl-l 

1 

'."  X  6"  Wood 

No 

Vac 

I  es 

■J  > 

666  +  95 

TfU 

1  J   —  KX 

R5-1 

1 

4"  X  6"  Wood 

Yes 

•i  'I 

2i 

669  +  60 

1  e  I  rrp 

15  -KT 

R5-4 

1 

4"  X  4"  Wood 

Yes 

O/U  *  uu 

n-f 

1  ^  ■  TV 
1 J  —lit 

G-13 
R5-i. 

2 

^4  WF  15 

Yes 

Yes 

3" 

Mo  tin  i"  *>d  heh  Lnd  ^ua  1^1      i  1 

22 

Id  —1^1 

W3-1 

1 

X  6"  Wood 

No 

22 

Elul    ■M-2"  Ramp 

Begin  "M-4"  Ramp 

657  *  '^0 

\i<'  -RT 

W3-1 

X  6"  Wood  1  V 

Mountei!  "jfthLnd  guardrail 

22 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY  fa  p  no 

INTERSTATE    SYSTEM  i-is 


C  Y  Jt  T  1  U 

LANE 
OB 

n*MP 

01  ST  FM 
EDGE  OF 
TRVLO  LANE 

SIGNS  OR  LIGHTS 

IMM 
HAZ- 
ARD 

OWG 

PHOTOGRAPHS 

r  T  PE 

AND 
NO 

Supports 

FOUNDATION 

D  r*  Al  A  D  1/  O 

R t  MARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

NO 

UATERtAL 

SRK  WV 

CONC 

PJC 
TION 

(.60  +  00 

••M-4" 

15 '-KT 

El5-i 

2 

4  WP  15              1  V- 

^  J*" 

Mounted  behind  guardrail. 

22 

660  +  50 

"M-S" 

1 0 ' -LT 

R5-4 

1 

It"  X  V  Wo?d 

No 

Yes 

23 

665  *  itO 

10' -LT 

R5-1 

1 

4"  X  6"  Wood 

No 

Yes 

22 

665  +  50 

Rl-1 

1 

4"  .V  6"  Wood 

No 

Yes 

P  tl  't       '  '  ^1       Li"  ^IT\T\ 

L-  n  [J        »  i—  **  l^rfml^' 

heg  in    PI    L  ine 

2U8  *  Oil 

"M" 

I'j  '  -LT 

M 

1 

4"  X  4"  Wood 

No 

22 

2AB  *  50 

'  H" 

G-9 

2 

4  WF  U 

Yes 

Yes 

4" 

?i  Q    +   (1  [1 

"M" 

1  (1 '  RT 

R5-2 

1 

4"  X  4"  Wood 

No 

"M" 

I  V    — K.1 

M 

1 

ij ' '   x  6"  Wood 

No 

rJUUIl  1 CJ     UcU  IIIU  ^UdlCII^LL. 

-J  C         +      rt  rt 

ri 

M 

1 

6"  X  6"  Wood 

No 

nounteo  Deal no  ^udro ra 1 1 . 

)5i  +  no 

"M" 

13'  IT 

G-ll 

-} 

4  WT  13 

Yes 

Yes 

4" 

IJVnJ   ItdJ      L/C  lIllIU  ^^d^xlLQi.!. 

+  in 

"M" 

'  IT 

G-12 
M 

2 

4"  X  4"  Wood 

No 

££ 

-I-  in 

PI 

^  5  ■  DT 

I  f     — KI 

G~12 
M 

1 

4  WF  13 

Yes 

Yes 

2" 

Xln  lint  AM     hAninn                      pa  *  1 

/     *  Uv 

CI 

1^    -  LI 

R3-2 

1 

4"  X  4"  Uood 

Yes 

257  +  50 

M 

16  -LT 

G-l'i 

2 

4  W  li 

Yes 

Yes 

5" 

21 

258  +  90 

"M" 

18' -RT 

G-(  > 

2 

6"  Post 

Yes 

22 

End  ''M"  Line 

689  +  00 

N.B, 

18 '-LT 

M 

1 

8"  P05t 

Yes 

Mounted  behJ-ad  guarlrail. 

21 

696  +  80 

N.B. 

22 ' -RT 

R2-8A 

1 

8"  Post 

Yea 

25 

708  +  90 

N.B. 

42'-RT 

G^7 

2 

8  WF  17 

Yes 

Ye.- 

2" 

25 

725  +  00 

S.B. 

S3'-LT 

G-'i 

2 

12  WF  27 

Yes 

Yes 

7" 

25 

770  +  40 

N.B, 

i.2--RT 

G-S 

2 

8  WF  17 

Yes 

Yes 

5" 

24 

781  +  25 

N.  3. 

54'-irr 

2 

8  WF  24 

Ye^ 

Yes 

6" 

Helena.  Next  2  Interchanges. 

24 

End  l-rG-1.5-3(8)17- 

PAGE  NO   ^ 


SIGN  a  LIGHT  INVENTORY                 far  no    iu  inc-.5-*(*)i82  u2 

INTFRRTATF  qv^TPM 

STITION 

LANE 
00 
RAMP 

OlST  FH 
EDGE  OF 

TRVL  0  L  ANf 

SIGNS  OR  LIGHTS 

IHU. 
HAZ- 
ARD 

REMARKS 

owe 

PHOTO 

GRAPHS 

TTPE 
AND 

NO. 

SUPPORTS 

FOUNDATION 

PAGE 

NO 

PAGE 
NO 

PHOTO 
NO 

NO 

yATERIAL  IbRKWY 

CONC 

P-jC 

Tl  ON 

I -IG-ING-15-4( 4 )182  U2 

 LEWIS  \  CLARK  CO.  LINE  -  HOKIH  

kl    *  00 

fJ.B, 

16' -KT 

i  -  1 

2 

4  T  7.7 

No 

Yes 

lO" 

Yes 

25 

50-7 

75  +  00 

N,B, 

18'-Kr 

2 

8  W  17 

No 

Yes 

("." 

Mounted  behind  guarirail. 

"t  c 

2.0 

75  +  60 

N.B, 
S.B. 

1 1 ' -RT 
I 1 ' -tT 

1 

Mile  Post  185 

25 

81  *  00 

N.B. 

18'-RT 

o—  / 

2 

a  WF  17 

No 

Yes 

8" 

Yes 

25 

1 1 

J  V  — O 

n  *  75 

S.B. 

16' -LT 

G-17 

2 

4  WF  15 

No 

Yes 

8" 

Yes 

25 

11 

50-6 

93  ♦  10 

N.B. 

18'-Rr 

G-18 

2 

8  WF  17 

No 

Yes 

12" 

Mounted  behind  guardrail. 

£.  J 

104  +  50 

S.B. 

li'-LT 

R2-2/I 

2 

4"  X  6"  Wood 

No 

Yes 

£j 

107  ♦  00 

13'-LT 

R2-3A 

2 

4"  X  6"  Wood 

No 

Yes 

ij 

117  ♦  00 

S.B. 

15'-LT 

M 

2 

6"  X  6"  Wood 

No 

Yes 

Z5 

117  ♦  00 

N.B. 

le'-KT 

G-S 

2 

10  WF  29 

No 

Yes 

12" 

Yes 

1'j 

12 

50-9 

122  ♦  05 

N.B. 

T'-KT 

OHG  Jl 
22,  23 

1 

Id  ripe 
16"  I'ipe 

"(IT  

wo 

No 

Y«s 

12" 
41" 

Bases  are  5-£t  lh  diecneter.    Moanted  behind  ^erdr^ii. 

^0 

30-  11' 

12!  +  00 

S.B. 

18 '-tT 

Lieht 

1 

'vlum. 

No 

Yes 

0" 

26 

US  *  50 

N.B. 

20' -RT 

: 

Alini. 

No 

Yes 

6" 

26 

126  *  00 

N.B, 

12'-RT 

-1 

2 

4"  X  6"  Wood 

No 

Yes 

26 

127  +  30 

N.B, 

1      1  DTI 

1^  -RT 

MP 

1 

Hxle  Foat  164 

£D 

130  *  90 

N.B. 

16 '  -KF 

Light 

1 

Alum. 

No 

Yes 

6" 

26 

1  J  J    ^    J  J 

Light 

1 

Alum, 

No 

Ves 

8" 

T  * '     A  AA 
1>4    ♦  00 

7'-RT 
6 '  -LT 

OHG 
24  .25 

1 

16"  fipo 
16"  .^ipe 

No 
No 

Yes 

30 
12" 

Bases  are  4-ft  in  diameter.    Mounted  behind  Ruardrail, 

26 

12 

50-11 

^  5 '  l.T 

W4-.1 

2 

4"  X  6"  Wood 

Ho 

Yds 

137  *  00 

N.B. 

IS'-KT 

G-3 

2 

«"  X  6"  Wood 

No 

Yes 

20 

138  +  80 

N.B. 

20' -RT 

Light 

1 

A  1  Mill . 

No 

Ves 

9" 

Yes 

20 

IjS  +  95 

N.B. 

W4-1 

2 

4"  X  6"  Wood 

No 

Yes 

143  +  30 

N.B. 

15'-RT 

Lighi 

1 

A 1 11 II 

8" 

Yes 

PAGE  NO 


SIGN  a  LIGHT    INVENTORY  FA.P  NO.:  I-IG-mG-15-iiC'i)l82  U2 

INTERSTATE    SYSTEM  '-^5 


STATION 

LANE 
OR 
RAMP 

SIGNS  OR  LIGHTS 

IHH. 

HAZ- 
ARD 

DWO 

PMOTOGRAPMS 

OlST  FU 
EDGE  OF 

TRVLD  L*NE 

TYPE 

SUPPORTS 

FOUNDATION 

RP  M ARK9 

NO 

PAGE 
NO 

PHOTO 
NO 

AND 
NO 

NO 

MATERIAL  1 

BRK  WY 

CONC  1  TION 

1^3  +  60 

S  B 

18' -LT 

Light 

1 

Alun, 

No 

Yes 

4" 

26 

15 ' -LT 

G-5 

2 

j"  X  6"  Wood 

No 

Yes 

26 

1  H  CI     ^     V"  ' 

rj 

'  .  n  . 

IT  HT 

Licht 

1 

Al  uni. 

Yes 

Yes 

8" 

26 

1A7  +  70 

N  .B, 

22 '  -RT 

1  i  eh  I- 

1 

ALcn. 

No 

Yes 

26 

lii9  +  55 

S.B. 

16 ' -LT 

2 

10  WF  29 

No 

Yes 

8" 

26 

3e^in  Colonial  Club  Interchange 

Benin  "C-l"  Line 

61   +  70 

16' -LT 

Light 

1 

Al-Xl. 

No 

Yes 

7" 

Yes 

26 

Rl-1 

! 

4"  X  6"  Wood 

Yes 

26 

111*     *  DO 

fir-      *  1' 

v.-  I 

7'-RT 

J   —  Li 

G-C  ) 

2 

4"  X  4"  Wood 

Yes 

Erite  ring  He lena  , 

26 

^  ii  +  00 

C-l 

iP  -Li 

LiRht 

1 

Alun. 

No 

Yes 

2" 

26 

47  *  10 

l^-  1 

   , 

G-1  3 

2 

8  W  17 

No 

Ye  5 

4- 

Yes 

26 

13 

51-6 

47  +  40 

"C-l" 

6'  -LT 

Rl-1 

4"  X  6"  WooJ 

No 

Yes 

26 

15 

51-6 

Aft  +  nf* 

"r  T" 

7  -LT 

Rl-1 

1 

4"  X  6"  Woad 

No 

Yes 

26 

13 

51-6 

i_i — 1 

1  ^  '  IT 

i    J           —   Ij  1 

Light 

1 

>.  !  1  ri . 

No 

Yes 

0" 

26 

52  +  10 

C-l 

*  -L» 

W4-1 

1 

>i"  X  6"  Wood 

No 

Maun  ted  bph  ind  ffua  rdrd  i  1 

26 

53  +  00 

"C-l" 

6'  -LT 

Light 

Alum. 

No 

Yes 

■J" 

Mointed  behind  guardrail. 

26 

57  ♦  75 

"C-l" 

14 '  -LT 

Lighl 

^luni. 

No 

Yes 

8" 

Mounted  behind  guardrail. 

26 

61  +  50 

"C-l" 

5'-LT 

W4- 1 

4-'  X  6"  Wood 

Yes 

26 

13 

51-5 

61  +  85 

"C-l" 

13' -LT 

Light 

Alun. 

No 

Yes 

6" 

26 

15 

51-5 

65  +  22 

"C-l" 

9'-RT 
7'-LT 

OHG 
30  ,31 

16"  Pipe 
16"  Pipe 

No 
No 

Yes 

24" 
24" 

Bases  are  4-ft  in  diameter.    Mounted  behind  guardrail. 

26 

13 

51-5 

66  +  25 

"C-l" 

1 3 • -LT 

Ll^ht 

Alun. 

No 

Yes 

6" 

26 

69  +  85 

"C-l" 

18' -LT 

Rl-1 

L-;top  Sign  for  Gibboii  Street 

26 

71  +  25 

"C-l" 

14 ' -LT 

Lig-u 

Aluii, 

No 

Yes 

5" 

2f. 

72  >  00 

'■C-l" 

?•  -LT 

1  -1,  > 

2 

6"  K  6"  WoaJ 

No 

Mo'itane  Highway  ComnLss  ion  G.V.W.  Divisipn 

2f. 

PAGE  NO   il 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  .-ig-ing. 

INTERSTATE    SYSTEM  ^-'^ 

-15-4{' 

1)182  U2 

STATION 

LANE 
OR 

OIST  FM 
EDGE  OF 

SIGNS  OR  LIGHTS 

lUM. 
HAZ- 
ARD 

RE  MARKS 

DWG 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

TYPE 
AKtD 
NO 

SUPPORTS 

FOUNDATION 

NO 

MATERIAL 

BRKWT 

CONC 

P-JC 
Tl  ON 

"C-l" 

7'-LT 

1^  1  fi 

2 

8  WF  17 

No 

Yes 

10* 

2ij 

13 

51-;. 

7f;  +  00 

"C-l" 

12 '-LT 

M—  i  U 

Lignt 

1 

Alum. 

No 

Yes 

5" 

26 

76  +  25 

15'-LT 

Rl-1 

1 

4"  X  6"  Wood 

Yes 

^^top  b  1       Tor  q r  1  ve way,   — — — 

26 

7fi  *  87 
81  *  25 

"C-l" 
"C-l" 

15 '-LT 

R2-1 

1 

t,"  X  4"  Wood 

No 

26 

Lnd  "C-l"  Line 

BeEin  "C-2"  Linp   

52  ♦  40 

■■C-2" 

9'-l,T 

Lieht 

1 

Alum, 

No 

Yes 

5" 

26 

34  +  eo 

"C-2" 

9'-LT 

L-L^ll  \- 

1 

Alum, 

No 

Yes 

5" 

26 

35  +  54 

"C-2" 

7'-RT 

M 

2 

y  X  6"  Wood 

No 

Ye  s 

26 

36  +  66 

'■C-2" 

5'-LT 

Kl  —  1 

1 

4"  X  6"  WooJ 

No 

Yes 

26 

57  +  21 

■•C.2" 

12 '-RT 

l\  4  —  1 

1 

4"  X  6"  Woo,1 

No 

Yes 

26 

37  +  45 

"C-2" 

30'-LT 

\ 

AluTi. 

No 

Yes 

3" 

26 

38  +  15 

"C-2" 

ll'-BT 

G-11 

2 

8  17 

No 

Yes 

10" 

le  5 

26 

12 

50-12 

39  +  80 

"C-2" 

13'-RT 

1 

Alum, 

No 

Yes 

4" 

26 

45  +  10 

■■C-2" 

7'-RT 

OHG  26, 
27  28 

2 

16"  Pipe 
16"  Pipe 

No 
No 

Yes 

4^' 

30" 

□3  S  e  5   a  re    ^  -  1 1    in      LcUie  tei,      nuJiiLtJii    uciiiim  ^'joiutoi*. 

26 

12 

51-1 

46  +  40 

'■C-2" 

6'-LT 

R3-2 

1 

4"  X  4"  Wood 

No 

Yes 

26 

47  +  OO 

"C-2" 

8'-LT 

R5-1 
R5-4 

1 

'*"  X  6"  Wood 

No 

XeS 

26 

48  +  20 

"C-2" 

6  -BT 

G-14 

2 

8  Wl"  17 

No 

Yea 

3" 

26 

12 

51-2 

'in  *  m 

JV  Jv 

\f  — t 

12'. RT 

Light 

1 

A 1  um . 

No 

Yes 

5" 

26 

54  +  25 

Light 

1 

/\  1  urn  . 

No 

26 

^0  *  IP 

Q  •  cr 

V  -Rl 

G-15 

2 

8  WF  17 

No 

Yes 

9" 

Ho'JTted  behind  guardrail. 

26 

61  +  90 

"C-2" 

7'-RT 

W4-1 

1 

4"  X  6"  Wood 

26 

63  +  75 

■■C_2" 

14'. RT 

Light 

I 

Alum, 

No 

Yes 

5" 

26 

66  +  70 

■■C-2" 

9'-BT 

I-(  ) 

2 

6''  X  6^'  Wood 

No 

Montana  Highway  Commission  G.V.U.  Division 

26 

6a  +  50 

■'C-2" 

16'-RT 

Light 

1 

A  1  i.un  , 

No 

YeE 

J,. 

26 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  :  i-ig-ing-i5^cmi62  u2 

INTERSTATF     SY^TFM  1-15 

STATION 

LANE 
OB 
RAMP 

SIGNS  OR  LIGHTS 

lUM 

HAZ- 
ARD 

owe 

PHOTOGRAPHS 

DIST  FM 
EDGE  OF 
TRVLO  LANE 

TYPE 

SUPPORTS 

FOUNDATION 

RE  MARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

AND 
NO 

NO 

yATEFIIAL  1 

BRK  WV 

CONC 

P'JC 
TION 

/O  +  M  0 

La  -Kl 

Rl-l 

1 

4"  X  6"  WooJ 

Yes 

£0 

70  *  80 

"C-2" 

1 0 ' -LT 

W6-2 

1 

4"  X  6"  Wood 

Yes 

71  ♦  60 

"C-2" 

5  '  -LT 

U4-j 

1 

4  ■  X  6"  Wood 

Yes 

72  +  ao 

'•C-2" 

9  '-RT 

W4- 

1 

4"  K  6"  Wood 

Yes 

i.t) 

73  +  75 

'■C-2" 

16 ■ -RT 

Lie  '^t 

1 

Alum , 

No 

Yes 

5" 

26 

73  *  77 

"C-2" 

4  '-LT 

R4-  6 

1 

4"   X  6"  Wood 

Ye;; 

2''i 

74  +  00 

"C-2" 

0' -Rl 

S2-1 

1 

4"  X  4"  Uoi 

No 

t  e  s 

^  u 

75  +  60 

"C-2" 

20' -RT 

Rl-l 

4"  X  6"  Wood 

Yes 

£.\.' 

75  +  70 

"C  -2" 

9  '-RT 

R5-4 
M 

4"  x  6"  Wood 

Yes 

77  +  90 

"C-2" 

15  '  -ifT 

Ltglit 

A 1  ijin . 

No 

Yes 

5" 

ao  +  25 

"C-2" 

15'-Kr 

Lin'.it 

1 

Alum, 

No 

Yes 

5" 

Z'^ 

80  +  65 

"C-2" 

6"-Ri 

HP 

1 

Mllu    "03t  »f> 

bna  Line 

XI  r,  r»  t  —                   t**  [^a^r^ 

tJa  K  i  n     t.  -  5  Kaap 

139  *  15 

"C-3" 

lO'-LT 

Lieht 

2 

8  WE"  24 

No 

Yes 

9" 

Yes 

^0 

13 

51-9 

145  f  75 

"C-3" 

8'-LT 

W13-5 

2 

4"  X  6"  Wood 

No 

40  MPH 

26 

l«o  +  OU 

L.  -  J 

1  *:  IT 

Light 

1 

A  lUTI, 

No 

Yes 

6" 

26 

148  +  60 

"C-3" 

1 5 ' -LT 

1 

Al  um. 

Yes 

Yes 

6" 

rJOuJlLcU     L^B  II  LTtu     n'J^  LU  Lfill.  -1  . 

26 

VnA     "f"  Damn 

*^  55 

U  — 

It)  -LI 

Light 

1 

No 

Ye  5 

4" 

26 

1 i /     *  Z5 

MP 

1 

Mile  Post  184 

26 

128  +  00 

"C-4" 

15 '-LT 

LiRht 

1 

No 

Yes 

0" 

26 

159  +  85 

"C-4" 

9'-LT 

G-12 

2 

8  Ur  17 

No 

Yes 

5" 

Yes 

26 

12 

51-7 

1^0  *  90 

"C-4" 

n  '  -LT 

Li  etii 

1 

A  1  van  . 

No 

Yes 

5" 

PAGE  NO 
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NTERSTATE  SYSTEM  
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SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  '-1^ 


FA  P    NO  ■■  I_1G-1NG-I5~6i4n82  U4 
1-15-4(2)185 


LANE 
OR 

SIGNS  OR  LIGHTS 

lUW 

HAZ- 

DWG 

PHOTOGRAPHS 

STATION 

DI5T  FM 
EDGE  OF 

TYPE 

SUPPORTS 

FOUNOATION 

RE  MARKS 

PAGE 

r  ri  \J  1  U 

RAMP 

thvlO  lane 

AND 
NO 

NO 

MATERIAL 

BBtCWV 

CONC 

P-JC 
TIOH 

ARD 

NO 

NO 

NO 

ftDDin    I    If;   TKC    li    (li411fi?    Hii    anil  f_15,4(311fi5 

HrTPNa       NORTH  (  RMl  SDAD  OVERPAS'  TO  YORK  RITAD^ 

171  ♦  50 

S ,  B. 

-  K 1 

RlU  -1 

2 

4-  X  6"  WooJ 

No 

Yes 

28 

175  +  00 

S.P. 

1 H ■ -LT 

G-7 

2 

8  WF  17 

No 

j  " 

M  o  LJ 1 1  r  e  d   1 '  c;  n  i  T ,  J    :  j   r  J      l  1  , 

IBO  +  15 

.  B. 
N.B. 

U'  ' -LT 
12 '-RT 

MP 

1 

niie  lost  lo. 

181  +  00 

N.B, 

18' -RT 

G-4 

2 

8  Wf  17 

No 

Yus 

4" 

I  J    — 1<  1 

G-3 

2 

4"  X  6"  Wood 

No 

28 

188  +50 

N.B. 

15  -RT 

W4-1 

2 

4"  X  6"  Wood 

No 

Vac 

2a 

1  y  3  +  bO 

c  u 
o  .  U, 

1  1  -LI 

W4-1 

2 

it"  X  6"  Wood 

No 

28 

205  +  00 

N.B, 

1 5 ' - RT 

M 

2 

4"  V  6"  Wood 

No 

Vq  c 
I  u  ^ 

28 

208  +  00 

N.B. 

7  '-LT 

RlO-l 

2 

4"  X  6"  Wood 

No 

var- 
ies 

28 

209  *  00 

S ,  B. 

6. 5 '-HI 
7,5' -LT 

OHG 
1  2 

1 

10"  Pipe 

10"  Pi-pe 

No 
Mo 

Yes 

50 

30" 

ttri^j^^                   1^*1      fFLlQ          1~Q  1  1 

28 

14 

52-4 

  '   

185  +  45 

"D-1" 

8 '  -  RT 

W13-5 

2 

4"  X  6"  Wood 

No 

Vac 

I  es 

28 

188  *  75 

"D-l" 

9'-RT 

W3-1 

1 

4"  X  6"  Wood 

No 

Yes 

0 

191  +  35 

ftT\      1  It 
U-  1 

G-12 

2 

4  WF  15 

No 

Yes 

4" 

Yes 

2S 

192  +  75 

D-l 

9  -RT 

M 

1 

4-  X  6"  Wood 

No 

i  IT  9 

2d 

"n  1" 

^  ■    T  T 

R4-7 

1 

4"  X  6'  Jood 

No 

Yes 

26 

lyti  +  liO 

U- J 

11'  PT 
11    —  Kl 

Rl-1 

1 

3"  Pipe 

No 

Yes 

Yes 

28 

End  "D-l"  Ramp 

Beein  "D-2"  Kaup 

45  +  65 

"0-2" 

12'-RT 

M 

2 

4"  Pipe 

No 

Yes 

2i 

i^nd  "0-2"  Ra:np 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY                 fa  p  no.^i.ig-ing 

INTFR.<1TATF     <iY<^TFM  1-15 

-]5-4( 
)185 

4)162  U4 

STATION 

LANE 

OH 

DIST  FH 
EDGE  OF 
TRVLD  LANE 

SIGNS  OR  LIGHTS 

lyM 

HAZ- 
ARD 

RE  MARKS 

DWG 

PHOTO 

GRAPHS 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

PAGE 
NO 

NO 

r  n  w  1  w 
NO 

NO 

yATERIAL  IbRKWY 

CONC 

P-JC 
TION 

198  •  25 

"D-'i" 

8  -Ki 

Rl-1 

1 

3"  Pipe 

No 

Yes 

2ri 

198  +  iiO 

■■D-4" 

9'-LT 

Rl-1 

1 

3"  i'lpe 

No 

Yes 

29 

199  +  ^'0 

■'D-4" 

lO'-RT 

R5-4 
R5-1 

1 

4"  X  6"  Wood 

No 

Yes 

28 

200  +  45 

'■D-4" 

11' -LT 

R5-4 
M 

2 

4"  X  6"  Wood 

No 

Yes 

23 

202  *  90 

■'D-4" 

12' -LT 

G-9 

2 

4  I  7.7 

No 

Ye  5 

6" 

Yes 

23 

205  +  s:. 

■'D-4" 

9'-LT 

W3-  1 

1 

4"  X  6"  Wood 

No 

I  es 

2d 

 BeRin    u  Line  

*  75 

12'-RT 

M 

2 

4"  Pipe 

No 

Yes 

25 

J7  *  75 

"D" 

16'-tlT 

G-10 

2 

B  WF  17 

No 

Yes 

12" 

Mounled  behind  euardrail. 

28 

37  +  80 

"D" 

1 5  ~LT 

M 

2 

4"  Pipe 

No 

nouriTeO  De  nino  gua  ra  re  1 1 , 

28 

U2  *  50 

"D" 

13 ' -RT 

G-ll 

2 

4   I  7,7 

No 

'fes 

5" 

Yes 

28 

46  +  75 

"J 

12  -LT 

M 

2 

It"  Pipe 

No 

les 

28 

End    D  Line 

End  Cedar  Street  Interchan^^j 

51^  +  in 

*  i  J    '  Jv 

N  R 

R2-3A 

2 

4"  X  6"  Wood 

No 

Ye  4 

29 

rf « D« 

J  ^  —EM 

2 

4"  X  6"  Wood 

No 

Vac 

29 

225  *  00 

N.  B, 

14 ' -RT 

G-6 

2 

8  WF  17 

No 

Yes 

3" 

Yes 

29 

I't 

227  +  25 

S  .B. 

G-5 

2 

8  ■■JF  24 

No 

Yes 

.'.'■ 

Yfi  *! 

29 

-£. 

232  *  75 

N.B. 

12 '-RT 

MP 

1 

Mi  1ft  Po^f   1 flfi 

29 

1/. 
1** 

End  1-1G-1NG-15-4(4M82  U4  and  1-15-4(5)185 

PAGE  NO  ^ 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  I-15 


FA  P    NO  -  l_15-4(6>186 


STATION 

LANE 

RAMP 

01  ST  FH 

SIGNS  OR  LIGHTS 

IMU. 
ARO 

DWG 

PHOTOGRAPHS 

LU^jc  ur 
TRVLD  LANE 

TYPE 

AND 
NO 

SUPPORTS 

FOUNDATION 

RF  M ARK9 

PAGE 
NO 

PAGE 
NO 

PMOTO 
NO 

NO 

MATERIAL 

tRKWY 

CONC 

P-JC 
TION 

FVran  1-15-4(6)186 

HELENA   -  NOITTH 

531  +  00 

s.  ?.. 

20' -LT 

2 

10  WF  2'/ 

No 

Yes 

-1 " 

Yes 

30 

15 

53-8 

551  +  90 

N.B. 
S.h. 

]2'_RT 
1 2 ' -LT 

Ml' 

1 

Mile  Post  187 

30 

ii  04   +  Ti 

N.B. 

S  B 

12' -RT 
12'  IT 

MP 

1 

Mile  Post  188 

31 

457  +  50 

N.B. 
S .  B. 

l5'-ft¥ 
1 2 ■ -LT 

MP 

1 

Mile  Port  189 

J2 

510  +  22 

N.B. 
S.  B. 

12' -RT 
12' -LT 

MP 

1 

Mile  Post  190 

3.; 

j56  +  00 

N.B. 
*  * 

16'-RT 

G-5 

2 

8  WF  24 

No 

Yes 

V 

Yes 

33 

15 

52-9 

563  +  10 

N.B. 

12 '-LT 
12'-BT 

MP 

1 

Mile  Post  191 

35 

576  +  Oo 

S .  B. 

25 ■ -LT 

G-6 

2 

4"  X  6"  Wood 

No 

Yes 

33 

'  (W  +  10 

<  H 

1  i.T 

R2-2A 

2 

4"  X  6"  Hood 

No 

Yes 

3i 



586  +  00 

S.B. 

13 '-LT 

R2-iA 

2 

4"  X  6"  Woad 

No 

Yes 

53 

396  +  10 

S.B. 

15 '  -LT 

M 

2 

4"  X  6"  Wood 

No 

Yes 

53 

608  +  00 

N.B, 

20'-Kr 

G-7 

2 

10  WF  29 

No 

Yes 

12" 

Yes 

15 

52-10 

614  +  00 

N.B. 

15 '-RT 

G-3 

2 

4"  X  6"  Wood 

No 

Yes 

/.ifi  +  rid 

N.B. 



i2'-R-r 

12'  IT 

MP 

1 

Milu  Post  192 

54 

618  +  00 

S.B. 

15'-LT 

W4-1 

2 

X  6"  Wood 

No 

Yes 

34 

625  +  00 

N.B. 

1 5 ' -RT 

W4-1 

2 

4"  X  6"  Wood 

No 

Yes 

34 

626  +  30 

S.B. 

i3'-Lr 

y-3 

4"  X  6"  Wood 

No 

Yes 

34 

632  +  00 

S.B. 

IB'-LT 

G-7 

2 

10  WF  29 

No 

Ye-: 

7" 

Yes 

34 

16 

53-5 

Be;; in  Lincoln  Ro%d  Inlercharig,e 

Begin  "E-1"  Ratnp 

620  +  75 

"E-1- 

14 '  -LT 

Rl-l 

1 

t"  X  6"  Wood 

No 

Mo'Jnted  behind  guardrail. 

St. 

622  *  50 

"E-1" 

12'-LT 

G-13 

2 

4  I  7.7 

No 

Yes 

6" 

Mo'jTted  behind  guardrail 

34 

G24  *  i-y 

"E-V 

1 1 • -LT 

M 

1 

4"'  X  6"  Wood 

Nc. 

Yes 

.  54 

PAGE  NO   il 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  i-is-^t 

IWTFB<5TATF     e:Y<5TFM  1-15 

5)186 

STATION 

LANE 
OR 

DIST  Fy 
EDGE  OF 

SIGNS  OR  LIGHTS 

lUM. 
HAZ- 
ARD 

REMARKS 

OWG 

PHOig 

TTPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

PAi^E 

NO 

PAO  t 
NO 

HO 

NO 

MATERIAL 

BRK  WV 

1  P'JC 
CONC  TION 

(i25  +  80 

"E-l" 

12'-LT 

W5-1 

1 

4"  X  6"  Wooi 

No 

Yes 

3'. 

End  "E  1'  Rarap 

Bct^in  "E-3"  Ramp 

615  ♦  15 

■'E-3" 

11 

1 

4"  X  6"  Wood 

No 

Ye3 

54 

616  ♦  50 

12'-RT 

M 

1 

4"  X  6"  Wood 

No 

MoJnCed  behind  guavilrflil. 

34 

618  +  55 

"E-3" 

12'-Kr 

G-l'i 

2 

4  I  7.7 

No 

Yes 

8" 

Mounted  behind  jjuardrail. 

34 

620  ♦  10 

"E-J" 

15  ■  -LT 

R5-1 

1 

4"  X  6"  Wood 

No 

Mounted  behind  puardrail. 

34 

620  +  25 

'•E-5" 

15'_BT 

Hl-1 

1 

4"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

34 

End  "E-3"  Ramp 

Be!.,in  "E"  Line 

12  +  05 

"E" 

6'-RT 

M 

2 

4"  X  6"  Wood 

No 

Yes 

54 

17  +  00 

"E" 

12'-RT 

G-') 

2 

4  I  7,7 

No 

Vo3 

2" 

Yes 

54 

20  +  70 

"E" 

12'-RT 

» 

2 

4"  X  6"  Wood 

No 

Mounted  behind  gua'-drail. 

34 

21  +  20 

"E" 

9'-LT 

G-10 

2 

4  1  7.7 

No 

Yes 

5" 

Mounted  behind  guardrail. 

54 

24  +  00 

"E" 

lO'-BT 

G-ll 

2 

4  I  7.7 

No 

Yes 

5" 

Mounted  behind  guardrail. 

34 

24  ♦  10 

"E" 

1 i • -LT 

M 

2 

4"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

34 

?.7  +  95 

"E" 

9'-LT 

G-12 

2 

8  WF  17 

No 

Yes 

2- 

Mounted  behind  guardrail. 

Sf. 

3^  +  45 

"E" 

fi'-LT 

M 

2 

X  6"  Wood 

No 

Yas 

34 

33  +  67 

"E" 

12'.LT 

Rl-1 

I 

4"  X  4"  Wojd 

No 

Yes 

StoD  sicn  for  drivewav. 

34 

End    E  LLne 

bna  Lincoln  Koaa  interctiange 

L**  -ivt 

M 

2 

4"  X  6"  Wood 

No 

35 

65  2  -t-  00 

N.B. 

i3'-irr 

R2-3A 

2 

'i"  X  6"  Wood 

No 

Yes 

33 

654  +  50 

N.B. 

13' -RT 

R2-2A 

2 

4"  X  6"  WooJ 

>lo 

Yes 

35 

^62  +  00 

N.B, 

20'-HT 

G-B 

8  WF  24 

No 

Ye? 

6" 

Yes 

55 

16 

53-2 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM     '  -'^ 


FA  P  NO  :  i_i5^(6)i86 


LANE 

SIGNS  OR  LIGHTS 

1  WH 

n  *  A 

DWG 

PHOTOGBAPHS 

J  ■  H  1  1  \J  IT 

OlST  FM 

ttJut  Or 

TYPE 

SUPPORTS 

FOUNOATtON 

RE  MARKS 

PAGE 

PHOTO 

RAMP 

TBVLO  LANE 

AND 
NO 

NO 

MATERIAL  1 

flRKWV 

CONC 

TION 

AfiO 

NO 

NO 

NO 

f>6R  +  75 

N.B. 
S.B 

1 2  ■  ^  in- 

12' -LT 

MP 

1 

Mile  Post  193 

35 

683  +  50 

S.B, 

13'-LT 

2 

8  WF  24 

No 

Ves 

11" 

Yes 

55 

16 

53-4 

■■21  +  50 

N.B. 
S.B, 

12'-.Kr 
12' -LT 

MP 

\ 

Mile  Post  194 

55 

i^nd  1-15-4(6)186 

BegLn  1-15-4(9)194 

HELENA  HILL  ~  SIEBEN 

47^1  +  35 

N.B. 
S.B. 

12- -RT 
1 2 ' -LT 

MP 

1 

Mile  Post  195 

 — —  

36 

498  +  50 

S  B 

lO'-RT 

RlO-1 

2 

4"  X  6"  Wood 

Ho 

Yes 

37 

19'  IT 

MP 

1 

Mile  Post  196 

57 

527  +  15 

N.B, 

12' -BT 

^p 

Mile  Post  196 

57 

583  *  60 
583  +  65 

S.B. 
N.B, 

12* -LT 
12'-RT 

MP 

Mile  Post  197 

33 

636  +  55 

N.B. 
S.B. 

12 '-RT 
1 2 ' -LT 

MP 

1 

1  

Mile  Post  198 

39 

6B9  +  35 

N.B. 
S.B. 

12'-RT 
12' -LT 

MP 

1 

Mile  Post  199 

59 

1 8 ' -RT 

G-17 

1 

8  vr>  "  24 

No 

Yes 

18" 

Yes 

40 

17 

54-5 

11*2.  +  DO 

S.B. 

N.B. 

12' -LT 

12  -Kl 

MP 

1 

M  i  li>   Post  3nf) 

40 

17 

54-4 

756  +  50 

S.B. 

15'-LT 

G-18 

2 

8  WF  17 



No 

Yes 

4" 

Yes 

40 

17 

54-8 

764  +  00 

S.S. 

1 2 ■ -LT 

R2-2A 

2 

4"  X  6"  Wood 

No 

Ye^ 

40 

766  +  50 

S.B, 

15'-LT 

R2~5A 

2 

4"  X  6-  Wood 

No 

Yea 

40 

776  +  50 

S.B. 

15'-LT 

M 

2 

4"  X  6"  Wood 

No 

Yes 

40 

783  +  00 

N.B. 

18' -RT 

G-19 

2 

8  WF  24 

No 

Yes 

12" 

Mounted  be'iind  guardrail. 

41 

789  +  82 

N.B. 

15 '^RT 

G-3 

2 

4"  X  6"  Wood 

No 

Yes 

41 

794  +  95 

N.3. 

12' -RT 

1 

Mile  Post  201 

41 

795  +  17 

S.B, 

12 '-LT 

MP 

1 

Mile  Post  2nl 

41 

798  ♦  10 

1 5 ■ -LT 

1  W4-1 

4"  X  6"  Wood 

No 

Ye: 

-■1 

PAGE  NO   11 


SIGN  SLIGHT  INVENTORY                 fap  no  .  -  .(9 

JNTFRtiTATF     <^YqTFM  I-l^ 

)194 

STATION 

LANE 
OR 

OtST  FM 
EDGE  OF 

SIGNS  OR  LIGHTS 

tMU 

HAZ- 
ARD 

REMARKS 

OWS 

PMOTOGHAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

TYPE 
AND 

SUPPORTS 

fOUNDATION 

NO 

MATERIAL 

■RKWY 

CONC 

P-JC 

TION 

fins  *  40 

N.B. 

12' -RT 

W4..1 

2 

4"  X  6"  Wood 

No 

Yes 

41 

907  +  60 

S.B. 

15 '-LT 

G-3 

2 

X  6"  Wood 

No 

Yes 

41 

mi  +  20 

S.B. 

6'-LT 

G-19 

2 

10  WF  29 

No 

Yes 

5.. 

Yes 

41 

10 

54-6 

818  +  50 

N.B. 

18' -LT 

RlO-1 

2 

4"  X  6"  Wood 

No 

Yes 

41 

825  +  00 

N.B, 

15'-RT 

M 

2 

4"  X  6"  Wood 

No 

Yes 

 .  - — 

41 

Becin  Cates-Of-The-Mouiiteins  Interchanee 

  Hegin    r-j     J<amp  , 

301  ♦  05 

9'-LT 

Rl -1 

1 

4"  X  4"  Wood 

No 

Yes 

41 

801  +  05 

,.p_2" 

12'-RT 

R5-i 
R5-1 

1 

4"  X  6"  Wood 

No 

Yes 

41 

804  +  65 

lO'-LT 

G-23 

2 

4  WF  15 

No 

Yes 

6" 

Yes 

41 

906  +  95 

"F.2" 

B'-LT 

W5-1 

1 

4"  X  6"  Mood 

No 

Yes 

41 

End  "F-2"  Ramp 

Beiin  "F-4"  Rainn 

792  +  70 

8'-RT 

W  J—  1 

1 

4"  X  6"  .;ood 

«o 

Yes 

41 

797  +  60 

•'F.4" 

9'-iir 

2 

6  WF  15 

No 

Yes 

8" 

Yes 

 _  

41 

aoo  +  94 

"F-'i" 

13 '-LT 

Df^  1 
K^  —  i 

1 

4"  X  4"  Wood 

No 

Yes 

41 

800  +  96 

■T-O" 

12'-IIT 

1 

4"  X  6"  Wood 

No 

Yes 

End  "F-4"  Ramp 

Beein  "F"  Line 

14  +  00 

f  inii 

G-21 

2 

4  WF  13 

No 

Yes 

5- 

Vac 

xes 

41 

18  +  65 

8'  -BT 

M 

2 

4"  X  6'*  Wood 

No 

les 

41 

21  +  23 

(1^*1 

6  -KT 

G-22 

2 

8  V/F  13 

No 

Yea 

a" 

L0S 

41 

/I    *  00 

"IT" 

r 

T      •  IT 
lu  -Li 

H 

2 

4"  X  6"  Wood 

No 

Vac 

41 

End  "r"  Line 

End  Gates-OE-The-Mountalns  Interchange 

End  1-15-4(9)19'. 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  '-1^ 


FA  P    NO  :  1-15-4(12)207 


£1  1  n  1  I  V  ri 

LANE 
n  D 

A«MP 

OlST  FM 
TRVLD  LANE 

SIGNS  OR  LIGHTS 

ARC 

OWG 

PHOTOGRAPHS 

TYPE 

SUPPORTS 

FOUNDATION 

lA  ^  m  M  r\  r\  w 

PAGE 

NO 

NO 

NO 

AND 
NO 

NO 

MATERIAL 

BRKWT 

CONC  I  TION 

— .  



.  

Be«in  1-15-4(12)207 

SIEBEN  NORTH  AND  SOUTH 

1160  +  00 

N ,  B, 

18 '-RT 

G-26 

2 

4  I  7.7 

No 

Yes 

9" 

Yes 

-2 

18 

54-12 

1166  +  '10 

N.B, 

12  '  -RT 

Ml' 

1 

Mile   T'o s t  2'''.H 

42 

1  ft  •  RT 

2 

8  WF  17 

No 

Ye; 

7" 

Yes 

18 

55-1 

\k  +  25 

N.B. 

15'-RT 

G-3 

2 

4"  X  6"  Uood 

No 

Yes 

42 

17  +  07 

S ,  B, 

14' -LT 

W4-1 

2 

4"  X  6"  Wood 

No 

Yes 

42 

la 

55-2 

19  +  00 

N.B, 

14  '  -RT 

H4  -1 

2 

4"  X  6"  Wood 

No 

Yes 

42 

25  +  70 

N.B. 

19 ' -RT 

R3-5 
R5-4.-1 

1 

4"  X  6"  Uood 

No 

Yes 

42 

2b  +  90 

^ ,  B. 

16'-LT 

G-3 

2 

K  C"  Wood 

Yes 

42 

33  +  05 

S.B, 

25 ' -LT 

G-27 

2 

6"  X  6"  Wood 

Y'i  3 

42 

39  +  80 

N  B 

14 ■ -RT 

M 

1 

4"  X  6"  Wood 

No 

Mounted  l.eti  l  rnl     ua  rd  ta  !  I . 

42 

  •  '  

N.B, 

1? '-RT 
12"  IT 

MP 

1 

Nile  ?ost  209 

42 

51  +  00 

S.B, 

18'-LT 

G-26 

2 

4  I 

No 

Yes 

1" 

Mounted  behind  guardrail. 

42 

Begin  Sieben  Interchange 

20  +  55 

■'B-.2" 

12' -LT 

Rl-1 

1 

4"  X  6"  Wood 

No 

Yes 

42 

20  +  50 

"R-2" 

!2'-Rr 

R5-i 
R5-1 

1 

4  ■  X  4"  Wood 

No 

Yes 

42 

24  +  10 

"B-2" 

9'-RT 

R5-4 

1 

4''  X  6"  Wood 

No 

Yes 

42 

26  +  00 

■■B-2" 

9'-LT 

W3-1 

1 

4"  X  6"  Wood 

No 

Yes 

42 

End  "B-2"  Ramp 

Beziii  "B-5"  Reap 

22  +  75 

■■B-5" 

8'-LT 

R3-4 

1 

4"  X  6"  Wood 

No 

Yes 

42 

End  "B-5"  Ramp 



PAGf  NO   H 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  ^-'^ 


FA  P    NO,  -  I-15..iia2)207 


STATION 

LANE 
OR 

DIST  FU 
EDGE  OF 

1  n  ¥     U  L  " 

SIGNS  OR  LIGHTS 

IMM 

HAZ- 
ARD 

RE  MARKS 

DWG 
NO 

PHOTO 
NO 

GRAPHS 

PMOTO 
NO 

TYPE 
AND 

SUPPOHTS 

FOUNDATION 

NO 

yATEHIAL  MKWT 

CONC 

P-JC 
TlON 

Be^in    a-w   Kamp  — — 

15  +  20 

'■B-4" 

11 '-RT 

'J3-1 

1 

4"  X  6"  Wood 

Ho 

Vac 

X  es 

■■B-i'* 

8'-LT 

R5-4 

1 

4"  X  6"  Wood 

No 

Yes 

.:.2 

16  +  65 
19  +  90 

"B-4" 

10" -LT 

R5-1 

1 

U"  X  4"  Wood 

No 

Yes 

42 

20  *  25 

lO'-RT 

Rl-1 

1 

4"  X  6"  Wood 

No 

Yes 

42 

End  "B-i»"  Kamp 

Enil  Siebfin  Interchance   . 

60  +  00 

S.B. 

li'-LT 

tu—  r 

1 

6"  X  6"  Wood 

No 

43 

to  +  92 

N.B. 

l<i  •  -FT 

R2-5 

1 

4"  X  6"  Wood 

No 

noun  too  dc  n  lrq  gua  rq  t  a  l  t .  ^  

4  J 

72  +  30 

N.E. 

li "-la 

G-2f 

3 

6"  X  6'  ^ojd 

No 

Mounted  nenina  guararaii. 

45 

7(.  +  00 

N.3. 

1 

6"  X  6"  Mood 

Yes 

 ^  

43 

T  *  SO 

N.B. 

18'-.'T 

1 

6"  X  6"  Wood 

Yes 

45 

83  +  00 

N.B. 

13'-i:T 

2 

e  WF  17 

No 

Yes 

10" 

Yes 

T^^^ubB^_    t>^kJ    ir    Ai.i  —           k  t    1  A    u  tin 

45 

'.9 

55-5 

100  *  58 

S.B. 
N.B, 

B'-^.T 
8'-i:T 

1 

ri  i  iC    rOS  C    ^  I  '1 

43 

106  *  00 

N.B. 

13'-BT 

Wl-2 
Wl'-l 

1 

4"  X  6"  Mood 

No 

Y6S 

MDif 
33  Plrtt 

4  3 

End  1^15-4(12)207 







113  *  35 

N.B, 

10'  -kT 

W-(  ) 

2 

4"  X  6"  Wood 

No 

Vac 

D  r  1         A    T^A  At        ret  aiab     Rfifn           h  a  b  jHIlIS  ■  > 

44 

i^y  ♦  10 

O,  D, 

V  -LI 

W-(  ) 

2 

4"  X  6"  Wood 

No 

44 

[sy  +  yu 

o ,  a , 

H 

2 

X  5"  Wood 

No 

44 

IU5  +  00 

N.B. 

15 '-Err 

W13-1 

1 

4"  X  6"  Wood 

Yes 

Yes 

50  MPH 

44 

liie  +  50 

N.B, 

15'-RT 

2 

8  wr  24 

^0 

Yes 

9" 

Yes 

44 

53-10 

152  *  50 

N.R, 

12- -KT 

G-3 

2 

6"  X  6"  Wood 

Yes 

U  -1 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  '-'^ 


FA  P    NO-'    1-15  4(18)210 
1-15-4(20)212 


STAT  ION 

LANE 
OH 

RAMP  j 

SIGNS  OR  LIGHTS 

n  *£ 
ARD 

OWG 

PHOTOGRAPHS 

OiST  FM 
EDGE  Of 
rRVLO  LANE 

TYPE 
AND 
NO 

SUPPORTS 
NO  1  MATERIAL 

BHKWY 

FOUNDATION 

1  P'JC 
CONC     71  ON 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PMOTO 
NO 

156  +  10 

N  B 

9  ■  -RT 

W-(  ) 

2 

V  X  6"  Wooil 

llO 

Bridge  Deck  Freezes  Before  Roadway, 

44 

 * ^  , 

158  *  55 

 i'iii^J  

N.B . 

T 1 '  - 

Wl-5 

wi;-i 

1 

4"  X  6"  Uood 

No 

50  MPH,     Mounted  behind  guardrail. 

44 

Begin  Spring  Creek  Interchange 

P.epin  "B-1"  Ramp 

T  r  —      J.      T  T 

b-  1 

R5-£.  .-1 
R3-5 

1 

4-  X  6"  Wood 

No 

Yes 

44 

13  O     ^     J  V 

T<  □  in 

D  -  1 

ft '  RT 

\ 

4"  X  4"  Wo'7d 

No 

Ye5 

^4 

End  "B-l"  kamp 



Be^in  "B-2"  Ra-np 

158  +  ^5 

11' -KT 

R5-4 

1 

4"  X  6"  Wood 

No 

Yes 

kk 

iDJ    *  ID 

G-6 

2 

4  17.7 

No 

Yes 

15" 

Yes 

44 

163  +  OJ 

I'D  Tl* 

T  T 

R5-4 
H5-1 

1 

4"  X  4"  Wood 

No 

Y«s 

Mounted  on  curve  through  gore. 

44 

1  *  /     ^    I  c 

D-d. 

k5-4 
R5-1 

1 

4"  X  4"  Wood 

No 

Yes 

164    *  33 

End  "B  2"  Ramp 

End  Sorine  Crfi!:  Interchange 

172  *  50 

W-(  ) 

2 

4"  X  6"  Wood 

No 

Bridge  Deck  Freezes  Before  Roadway,     Mounted  behind  guardrail. 

45 

19^1  ♦  30 

N  ,B. 

1-3 

2 

8  WF  17 

No 

Yes 

8" 

Yes 

45 

20 

56-1 

1  o  + 

<^  R 

7 '  -LT 

W8-9 

1 

4"  X  6"  Wood 

No 

Yes 

''5 

199  *  70 

S  .B. 

10' -LT 

W4-1 
W13-1 

1 

4"  X  6"  Wood 

No 

50  MPU.     Moanted  behind  guardrail. 

45 

51 fi  +  no 

J  B 

9 '  -LT 

Wl-5 
W13-1 

1 

X  6"  Wood 

No 

Yes 

55  MPH. 



End  l-15-4(18)21'i 

BeRin  I_l!;-4(20)212 

LYONS  CREEK  -  WOLt  CREEK 

259  +  00 

N.B, 

14  '-Kr 

Wl-4 

1 

4"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

285  *  00 

N.B. 

lit '  -  Ki' 

H  WF  17 

No 

Yes 

T  ■  ' 

_H 

Yes 

2! 

56-6 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY                 far  no^ 

INTFRCITATF     <^Y<;TFM  1-15 

20)212 

STATION 

LANE 
OR 
RAMP 

DIST  FM 
EDGE  OF 

thvlO  lane 

SIGNS  OR  LIGHTS 

IMH 

HAZ- 
ARD 

R t  MAnKS 

DWG 

PMOTC 

GRAPHS 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

NO- 

MATENtAL 

BRKWV 

CONC 

TION 

298  +  00 

S.B. 

10  -LT 

R2-1 

1 

6"  X  6"  Wood 

No 

Mmin r A*!  bfth  Lnd  crua  rd  11 

46 

JOl  +  00 

N.B. 

15'-RT 

1-5 

2 

4"  X  6"  Wood 

Yes 

46 

303  *  75 

N.B. 

8'-tfr 

M4-1 

2 

4"  X  6"  Wood 

No 

46 

510  +  00 

S.B. 

8'-LT 

W4-1 

2 

4"  X  6"  Wood 

No 

Yes 

46 

315  +  00 

S.B. 

14 '-LT 

1-5 

2 

6"  X  6"  Woo.1 

Ves 

46 

353  +  00 

N.B. 

18'-Kr 

R2-1 

1 

6"  X  6"  Wood 

Yes 

47 

336  *  00 

N.B. 

18'-RT 

W13-1 

1 

4"  X  6"  Wood 

Yas 

55  MPH 

47 

539  +  00 

S.B, 

14 ' -LT 

1-4 

2 

8  WF  17 

No 

Yes 

2" 

47 

21 

57-2 

395  ♦  00 

N.B. 

lO'-BT 

Wl-2 
W15-1 

1 

4"  X  6"  Wood 

No 

MPH        Moiintpfi  behind  euardrsil 

47 

^20  ♦  60 

S.B. 

14 '-LT 

1-3 

2 

8  WP  17 

No 

Yas 

7" 

1(3  a 

46 

21 

56-12 

i<65  +  00 

N.B. 

18 '-FT 

Ul-2 
W13-1 

1 

4"  X  6"  Wood 

Yes 

48 

495  +  00 

H.B. 

13  -KT 

1-2 

2 

10  WF  29 

No 

Yes 

6" 

Leo 

48 

21 

56-7 

496  *  25 

S.B. 

20' -LT 

W2-1 
Wli-1 

1 

4"  X  6"  Wood 

Yes 

MP  11 

48 

505  *  00 

6.B. 

-Ll 

G-9 

2 

8  WF  17 

No 

Yes 

4'' 

?A 

56-10 

511  +  00 

S.B. 

9  '-LT 

K2-2A 

2 

4"  X  6"  Wood 

No 

49 

513  +  50 

S.B. 

■) '  -LT 

R2-3A 

2 

4"  X  6"  Wood 

No 

Yes 

49 

516  *  25 

S.B. 

T  1  »  "  r 

I  I  -IjX 

W8-9 

1 

4"  X  6"  Wood 

No 

tea 

49 

J  AO  ^  w 

11  ■  o« 

TO  •  RT 

G-{  ) 

3 

6"  Posts 

Yes 

HoltAT  Lake  Next  Ri^ht 

49 

M 

2 

4"  X  6"  Wood 

No 

Mo  un  tpd  'Dt'h  ird  sua  rd  ra  i  1 

49 

R5-4,-l 
R3-3 

1 

4"  X  6"  Wood 

No 

Y«s 

49 

541  *  25 

S.B, 

12 '-LT 

W4-1 

1 

6"  Post 

No 

Yes 

49 

End       1  -^(20)212 

PAGE  NO   11 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE  SYSTEM 


FA  P    NO  -  1_15-4(25)21B 


STATION 

LANE 

DR 

nAMP 

SIGNS  OR  LIGHTS 

IMW 

KAZ- 
ARO 

DWG 

PHOTOGRAPHS 

OIST  FM 
TRWLO  LANE 

TYPE 
AND 
NO 

SUPPORTS 

fOUNOATION 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

NO 

UATERIAL 

CONC 

TION 

Begin  I-15-i(23)218 

WOLF  CREEK  -  NORTH 

551  +  10 

N,3. 

a«'-RT 

G-C 
E~7 

2 

10  WF  29 

No 

Yes 

9" 

Yes 

50 

22 

58-4 

553  +  25 

S.  B. 

10' -LT 

Wl?  -1 

1 

K     (]"  Wood 

No 

Yes 

30 

556  *  50 

N  ,B, 

l^i  '-KT 

G-3 

2 

6"  X  6"  Woo^ 

Yes 

Yes 

50 

567  +  00 

N.B, 

12'-R1' 

1 

6"  Post 

No 

Mounted  .■>ehirid  jiua  rd  ra  i  1 . 
 a  

&0 

559  +  75 

N.B, 

i5'-irr 

R5-i 
R5-'i  ,- 

1 

it"  X  6"  Wood 

No 

Yes 

50 

573  +  05 

S.B. 

15'-LT 

G-3 

2 

6"  X  6"  Wood 

Yes 

50 

570  +  38 

S.B. 

8'-LT 

OHG-5 

1 

18"  Pipe 

No 

Yes 

Mount  .id  beh  irii)  tua  rd  ra  1 1  . 

50 

22 

58-2 

Begin  Wolf  Creek  Interchange 

Begin  U~Tum 

569  +  65 

U- 
Tum 

■i'-LT 

1 

(>■•  X  6"  Wood 

No 

Yes 

50 

569  +  75 

U- 
Turn 

9'-LT 

G-(  ) 

2 

i  I  7.'' 

No 

Yes 

6" 

Yes 

Eiec  rya  t  Lon  Road 

50 

End  U-Tum 

Begin  "C-2"  Ramp 

9'-Kr 

6 '  l.T 

R5-1 

1 

4"  X  4"  Wood 

No 

Yes 

50 

572  +  05 

"C-2- 

7'-LT 

W4-1 

1 

i."  X  6"  Wood 

No 

Yes 

50 

573  +  05 

•■C-2" 

9'-LT 

W13-5 

1 

'I  '  X  6"  Wood 

No 

Yes 

50 

End  "0-2"  Ramp 

Begin  "C-3"  Ramp 

566  *  90 

"C-5" 

9'-LT 

ElS-1 

1 

U-Sor.t, 

50 

End  "0-3"  Ratnp 

Bej;in  "C-U"  Ramp 

557  +  35 

"C-d" 

lO'-RT 

W3-1 

1 

i."  X  6"  Wood 

No 

Yes 

50 

562  + 

"C  -i." 

-  '  -  LT 

R5-1 

1 

No 

Yes 

50 

PAGE  NO   11 


SIGN  a  LIGHT  INVENTORY                 far  noj  ui5-m^ 

INTERSTATE    SYSTEM  i-l^ 

5)216 

STATION 

LANE 
OR 
RAMP 

OlST  FH 
EDGE  OF 
TRVUO  LANE 

SIGNS  OR  LIGHTS 

iMU. 
HAZ- 
ARD 

n C  m An  K 0 

DWG 

ynv  1  \. 

\3n    r  n  J 

TYPE 
AND 
NO 

SuPPOHTS 

FOUNDATION 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO. 

NO 

MATERIAL 

BRKWV 

CONC 

P'JC 
TlON 

562  +18 

LV   —  ttl 

Rl-1 

1 

4"  X  6''  Wood 

No 

Yes 

50 

End  "0-4"  Rsmp 

C  ♦  50 

"C" 

5  '-LT 

Bl-1 

1 

4"  X  6"  Wood 

No 

Leo 

50 

2-10 

"C" 

3'-LT 

M 

1 

6"  X  U"  Wood 

No 

Yes 

50 

2  *  65 

"C" 

i2'-ia: 

G.(  ) 

1 

U-Sectior> 

Ke  c  re  fl  1 1 0  ti      «  q  .  .  

5(1 

1 2  ■  -I.T 

G-C  ) 

2 

4  I  7.7 

No 

Yes 

10" 

Yes 

A;:.- 1!'.  I  a . 

50 

^    *  fJ 

WlO-1 

1 

4"  X  6"  Wood 

No 

Yes 

50 

t    -i-    Q 1 

Liirhrcid  Rfiilrofid  Crossiniz  Sifinel. 

50 

it  +  22 

6  -LI 

LieK             Iroad  Crossine  Sienal. 

50 

5+00 

7  -RT 

Rl-l 

1 

4"  X  6"  Wood 

No 

Vac 

50 

5  +  00 

c 

WlO-1 

1 

4"  X  6"  Wood 

No 

Yes 

tin 

6'-LT 

1 

4"  X  6"  Wood 

No 

Yes 

50 

End  "C"  LiT>e 

End  ''^olf  Creeb  Intercha'.ige 

583  +  00 

 1  ,  

I 

8"  Post 

No 

'  I  U  "J  n  T.  t  U      L"*I  IIITIU      jl'JBlLJi.a  LI. 

>i 

 —  

■  ~ 

G-8 

2 

10  V.T  1^ 

 1  1 

-  - 

i  L  .  .-ail. 

S  1 

JO  *  /V 

12'-LT 

G-6 
E-7 

2 

e  W: 

No 

Yes 

4- 

Yes 

51 

22 

56-1 

5911  *  00 

-I.B. 

lO'-fiT 

R2-7 

6*'  X  -/  Woo4 

No 

MoiJiiteii  behind  guacdrai.1. 

^  I 

22 

5Jii  +  00 

S,B. 

lO'-LT 

R2-1 

6  '  X  6"  Wood 

No 

Mounted  behind  f;uardrail. 

3  1 

595  ♦  15 

N.B. 

ll'-KT 

R2-3 

6"  X  6"  Wood 

No 

Mounted  behind  (guardrail. 

51 

604  +  15 

N.B. 

ll'-RT 

R2-2 

6"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

51 

604  ♦  75 

S.B, 

lO'-LT 

R2-5 

6"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

51 

620  ♦  40 

S.B, 

26 '-LT 

G-C  ) 

6"  Post 

Yes 

HolterLalce,  Recreation  Eload.  Next  Right. 

651  +  00 

S.B. 

14 '-LT 

G~7 
1-2 

2    1  10  WF  29 

Nc 

Yes 

5" 

Yes 

r  I 

.  1  1 

57-n 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  i-15 


FA.P    NO  1-15-6(25)218 


C  T  ■  T  m  b 
>  T  AT  ION 

LANE 

OB 
RAMP 

SIGNS  OR  LIGHTS 

HAZ- 
ARD 

PHOTOGRAPHS 

OlST  FM 
EDGE  OF 
FRVLO  LANE 

TYPE 

SUPPORTS 

FOUNDATION 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

AND 
NO 

NO 
1 

yATERIAL 

WK  WV 

CONC 

P"JC 
TION 

656  +  00 

S.B. 

11 '-LT 

H 

6"  Post 

Yes 

51 

639  +  00 

N,  B. 

i2'-ia' 

G-9 

2 

10  WF  29 

No 

Yes 

3" 

Yes 

51 

58-6 

6ii6  ♦  'IS 

N  .  B, 

12' -IC 

G-5 

■j 

6"  X  6"  Wood 

Yes 

5i 

,  [J  ^ 

R3-3 

1 

4"  X  6"  WoovJ 

No 

Yes 

52 

1 i ' -LT 

G-5 

2 

6"  X  6"  Wood 

Ye? 

52 

Bet^in  Aug'ista  Highway  Interctia-i^e 

 Be^iti  "D-1"  Fump  

648  +  05 

"D-1" 

15 '-RT 

RS-I  .1 
R5-5 

1 

4"  X  6"  Wood 

No 

Yes 

52 

651  +  25 

"D-1" 

9  '-RT 

R5-1 

1 

U-Sect  ion 

52 

End  "D-l"  Ramp 

Begin  "D-2"  Bamp 

657  *  30 

"D-2" 

15 '-LT 

Rl-1 

1 

i."'  X  6"  Wo'j.t 

No 

Yei 

52 

657  +  ii5 

'■D-2" 

9'  -  RT 

R5-4 
R5-1 

1 

4"  X  6"  Wood 

No 

Yes 

52 

659  +  95 

"D-2" 

9'-LT 

M 

1 

4"  X  6"  Wood 

No 

^lou^te'i  behind  guardrail. 

52 

661  +  90 

"0-2" 

7'-RT 

R5-i 

1 

4"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

52 

"D-2" 

10' -LT 

W3-1 

1 

4"  X  6"  Wood 

No 

Mounted  behind  Ruacdrail, 

52 

End  "D-2"  Ramp 

Becin  "D-6"  fiamp 

*  70 

'■o.'y 

18'-KT 

W15-5 

1 

6"  Post 

Yes 

52 

646  +  90 

"D-A" 

10' -LT 

R5-4 

1 

X  6"  Wood 

Yes 

52 

650  +  15 

■'D-4" 

1 5 • -LT 

KA-7 

1 

A"   X  4"  Woo:] 

No 

Yes 

52 

650  +  60 

"D-4" 

e'-RT 

R6-3 

1 

'i  '  X  6"  Wood 

No 

Yes 

52 

End  "D-4"  Ramp 

Begin  "D-5"  Ratap 

659  +  00 

"D-5" 

2  ■ ' -RT 

1  Rl~l 

1 

k"  X  6"  Wood 

No 

Yds 

1                      End  "D-5"  Ramp 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY                 far  no  i-v.-ui 

INTFR-^TATF     <;y<;TFM  I-lG-15 

25)21( 
-4(26 

) 

221 

STATION 

LANE 
OB 
RAMP 

OlST  FH 
£OGE  Of 
tbvlO  lane 

SIGNS  OR  LIGHTS 

n  fit' 
ARC 

RE  MARKS 

DWG 

PHOTO 

GRAPHS 

TTPC 
AND 
NO 

Supports 

FOUNDATION 

PAGE 
NO 

PAGE 
NO 

PMOTO 
NO 

NO 

MATERIAL 

srkwt 

cottc 

TlON 

Oe^iLi  "U"  Line 

fill*    ^    i  J 

"D" 

33 '-RT 

Rl-1 

1 

W  X  6"  Wood 

No 

Stop  sign  Tor  C ra i ^  Road. 

52 

£r:=    4r    n  ft 

"H" 

15 ' -LT 

W15-1 
Wl-1 

1 

4''  X  6"  Wood 

Nc. 

Yes 

52 

665  *  00 

U 

A'  IT 

W13-1 

Wl-2 

1 

4"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

52 

665  *  -'0 

D 

D    —  tvl 

5-13 

2 

8  WF  17 

No 

Yes 

3" 

Mo'1'4  -id  betiind  gua  rdra  i  1 . 

52 

665  ♦  25 

1} 

Is"    T  T 
1  J  -Lrl 

G-(  ) 

2 

4  1  7.7 

Ves 

Yes 

5" 

Yea 

Augusta.  Choteau,  w/arro-Js.   

53 

667  *  00 

"D" 

15 ' -RT 

33-2 

1 

4"  X  6"  Wood 

No 

52 

"D" 

7  '-LT 

H 

1 

4"  X  6"  Wood 

Yes 

;2 

End  "D"  Line 

End  AuGUSte  Hiehwav  Interchanee 

H '  IT 

G-(  ) 

2 

12  WF  27 

Yes 

Yes 

5" 

287  North,  Augusta.  Choteau. 

52 

675  +  00 

N.  B. 

21  '-sr 

K2.8 

1 

10"  Post 

Yes 

52 

End  1-15-4(25)218 

Begin  1-10-15-4(26)221 

CKAIG  TOBTH  AND  SOUTH 

(:37    *  55 

N.B. 

35  ■  -RT 

G-5 

2 

8  WF  17 

Yes 

Yes 

2" 

Mounted  behind  guardrail. 

55 

725  *  00 

S.B. 

36 • -LT 

G-6 

2 

12  Wl'  27 

Yes 

Yes 

4" 

53 

978  +  00 

N.B, 

32  •-EO' 

G-7 

2 

8  WF  17 

Yea 

Ye^i 

3" 

56 

900  ♦  00 

S.B. 

32'-LT 

G^8 

2 

8  WF  17 

Yes 

Yes 

7" 

56 

911  +  00 

S.B. 

15 • -LT 

R2-a 

1 

10"  Post 

Yes 

Mounted  behind  guardrail. 

56 

919  +  00 

S.B. 

15 ■ -LT 

H 

1 

B"  Post 

Yes 

Mounted  behind  guardrail. 

5  7 

931  +  00 

N.B. 

52 '-RT 

G-9 

2 

B  WF  17 

Yes 

Yes 

4" 

57 

937  *  22 

N.B. 

16'-HT 

G~5 

2 

6"  X  6"  Wood 

Yea 

57 

938  *  15 

S.B. 

21 '-LT 

R3-3 
15-4  .-1 

1 

4"  X  6"  Wood 

Yes 

5  7 

PAGE  NO   iid. 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  i.ic-i5-..(26)22i 

INTERSTATE    SYSTEM  i-i^ 

LANE 

OR 

SIGNS  OR  LIGHTS 

lUU. 

HAZ- 

DWG 

PMOTOGPAPHS 

STATION 

OlST  Fy 
EDGE  OF 

TYPE 

SUPPORTS 

FOUNDATION 

Dp  MARKS 

PAGE 

PHOTO 

RAMP 

TRVLD  LANE 

AND 
NO 

NO 

MATERIAL 

BRK  WY 

CONC 

PJC 
TION 

ARD 

NO 

NO 

NO 

"053  +  60 

S  B 

1 5 ' -LT 

G-5 

2 

6'  X  6"  Wood 

Yes 

57 

0  'i  'i  +  7  ii 

*  1    —  l\  I 

R3.3 
R5  -ii  .-1 

1 

i,"  X  6"  Wood 

No 

Yes 

ST 

961  +  60 

S.B. 

32' -LT 

G-9 

2 

8  WF  17 

Yes 

Yoi 

V 

57 

')-*  L  * 

A  -f 

'J    -  Kl 

U-Sect, 

57 

End  "A-1"  Ramp 

Be^in  "A-2"  Ramp 

Q'in   +  Oft 

"A-2" 

1 8 ' -LT 

Rl-1 

1 

4"  X  6"  WoofJ 

Yes 

57 

1  ^    —  i 

R5-1 

1 

4"  X  6"  Wood 

Yes 

57 

Z  L  —Li 

G-14 

2 

4   I  7.7 

Yes 

Yes 

8" 

57 

"A  7" 

R5-i 

1 

a"  X  6"  Wood 

Ye? 

57 

MIL  T'l 

W3-1 

1 

i,"  X  6"  Wood 

Yes 

57 

End  "A-3"  Ramp 

Be^in  "A- 5"  Ramp 

935   +  50 

"A-3" 

1 

U-Sect. 

57 

End  "A-5"  Ramp 

9^*1  +  15 

■■A-A" 

18'-RT 

W5-1 

1 

4"  X  6"  Wood 

Yes 

Hoanted  behind  euardrail. 

57 

+  fin 

"A  -4" 

1 6 ' -LT 

1 

4'*  X  6"  Wood 

Yes 

57 

"A -4" 

12 '-RT 

G-13 

2 

4  I  7,7 

Yes 

Yas 

2" 

57 

V*  u    ^  ^ 

9i,9  +  55 

"A-'." 

16 '-LT 

K5  -If 

R5-1 

1 

4"  X  6"  Wood 

Yes 

57 

*  60 

1 e ■ -RT 

Rl-1 

1 

It"  X  6"  Wood 

Yes 

57 

End  ■■A-4"  Ramp 

PAGE  NO   


SIGN  a  LIGHT  INVENTORY                 fa.p  no  :  i-ig^is- 

INTFR<;TflTF     <;yt;TFM  1-15 

4(26)2 

21 

STATION 

LANE 

OR 

RAMP 

DIST  FU 
EDGE  Of 

SIGNS  OR  LIGHTS 

lyy. 

HAZ- 
ARD 

RE  MARKS 

OWG 

PAGE 
NO 

r  nv  1  V 

PAGE 
NO 

PHOTO 
NO 

TYPE 
AND 
NO 

SUPPO«TS 

FOUNDATION 

NO 

MATERIAL  SRKWV 

CONC 

PJC 
TION 



oegin    A  iiine   

"A" 

ll'-RT 

ft 

2 

4  I  7,7 

Yes 

Yes 

6" 

57 

15  +  50 

•■A" 

9'-Kr 

1 

4"  X  6"  Wood 

Yes 

57 

16  +  50 

17  +  93 

■■A" 

12'-RT 

^T 

a 

1 

6"  X  6"  Wood 

Yes 

57 

20  +  90 

"A" 

12'-Rr 

2 

4  1  7.7 

Yes 

Yes 

4" 

Mounted  beMnd  guardrail,   . 

57 

22  +  00 

"A" 

15 '-LT 

M 

1 

6"  X  6"  Wood 

Yes 

57 

25  *  40 

"A" 

12 '-LT 

R3-2 

1 

4"  X  6"  Wood 

Yes 

57 

■ 

tilvl      r\       III  I  in  

974  ♦  00 

N.B. 

22 ■ -RT 

M 

1 

8"  Post 

Yes 

58 

985  +  00 

N.B. 

21 '-BT 

R2-a'> 

1 

10"  Post 

Yes 

59 

994  ♦  00 

N.B. 

32'-RT 

G-10 

2 

8  UF  17 

Yes 

■;es 

2" 

53 

1014  ♦  00 

S.B. 

55 ■ -LT 

G-7 

2 

8  WF  17 

Yes 

Yes 

7" 

58 

C^A    T     T/^    1*1  ^/ 

PAGE  NO   HI 


SIGN  a  LIGHT  INVENTORY                 fap  no  ,15^x25)23. 

INTERSTATE    SYSTEM  '-^^ 

STATION 

L«NE 

OR 
RAMP 

SIGNS  OR  LIGHTS 

lUM 
ARO 

DWG 

PMOTOC 

DIST  FU 
EOGE  OF 
rRVLO  LANE 

TYPE 

SUPPORTS 

FOUNDATION 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

AND 
NO 

NO 

MATERIAL  iHKWY 

CONC 

PJC 
TION 

begin  1-15-5(25)254 

HARDY  CREEK  -  SOUTH 

N  .  B, 

35'  -RT 

G-(  ) 

2 

8  WF  17 

Yes 

Yes 

5" 

Canyon  Interchange  Recreation  Road  Right  Lar.e 

61 

1  A  0  Q     J-     I'l  'i 

--  D 
^  •  0  , 

-L  J. 

M 

1 

6"  Post 

Ves 

61 

li»51  +  00 

^1  r\ 

J  ^    -  K I 

G-C  1 

2 

8  WF  17 

Ye  J 

Canyon  Intercha.ige  Recreatioi  Road  u/arcnw. 

61 

1  /.  /.  n        1  rt 

1  u    -  R  I 

C-5 

2 

6"  X  Ci"  Wood 

Yes 

61 

141  -4     ^     N  J 

R 

1  ^  '  IT 

R5-5 

1 

4"  X  6"  Wood 

Yt^^ 

61 

1     ^  "7    +  Of\ 

•J  ■  [>  . 

1  (1  '  I  r 

G-i 

2 

6"  X  6"  Wood 

Ye  3 

61 

R3-3 

1 

U"  X  6"  Wood 

Yes 

61 

\       C£      ^  rtb'^ 

— Lj  1 

G-C  > 

2 

8  WF  2^1 

Yes 

Yes 

1" 

Canyon  Interchani^e  Becraation  Road  w/arrow. 

61 

Begin  Canyon  Interchange 

Begin  "A-V  Ramp 

1       f    ^  * 

*'A  1" 

12* -RT 

1 

!*"  X  6"  Wood 

Yes 

61 

"a  1 " 
rt  —  1 

16'  LT 

G-(  ) 

2 

I  7.7 

Yes 

Yes 

5" 

Recreation  Road.     Mounted  behind  guacdcail. 

61 

End  "A-l-  Ramp 

Beain  "A-2"  Ramp 

^                        f   —  

IT. 

r\  —£ 

Rl-1 

1 

V  X  6"  Wood 

Yes 

Moanted  behind  Kuardtall. 

61 

1452  +  30 

A— Z 

In*  DT 

R5-1 

1 

U"  X  6"  Wood 

Yes 

Mounted  behind  eua rdra l1 . 

61 

"A-2" 

12' -LT 

W3-1 

1 

4"  X  6"  Wood 

Yes 

HouTted  behind  guardrail. 

61 

End  "A-2"  Ramp 

Begin  "A-5"  Ramp 

U52  +  og 

16'-LT 

G-(  ) 

2 

4  I  7.7 

Yes 

Yes 

0" 

Recreation  Rosd.    Mounted  behind  guardrail. 

6\ 

1A57  +  50 

"A-3" 

12'-LT 

R5-it 

1 

i*-'  X  6"  Woo3 

Yes 

61 

End  "A-S"  Ramp 

PAGE  NO   ^ 


SIGN  a  LIGHT  INVENTORY                 fa  p  no^ 

INTFRCiTJiTF     <5Y<iTFM  1-15 

23)234 

STATIOM 

OR 

OlST  py 

EDGE  OF 

1  ftVLU  LAIC 

SIGNS  OR  LIGHTS 

HAZ- 
ARD 

RE  MARKS 

DWG 

PAGE 
NO 

PMOTU 

PAGE 
NO 

PHOTO 
NO 

TYPE 
AND 

SUPPORTS 

fOUNDATION 

NO 

MATERIAL  BBKWY 

CONC 

P-JC 
TION 

i.n  A— H  nainp 

l^i.5  +  00 

"A -4" 

18' -RT 

1 

4"  X  6"  Wood 

Yes 

61 

litl.1  *  00 

■*A-4" 

12 '-LT 

1 

4"  X  6"  Wood 

Yos 

no  <mvOu  lie  rvLno  gua  ra     1 1 , 

61 

1451  +  00 

■'A-4" 

12'-LT 

R5-1 

1 

4"  X  6"  Wood 

Yes 

Mo-mted  be^iind  guardrail. 

61 

1451  ♦  10 

■■A-4" 

12'-RT 

1 

4"  X  6"  Wood 

Yes 

Mounted  behind  guerdrail. 

61 

EmcI  "A  i**  Ramp 

 Beeiti    A''  Line  

8  +  61 

"A" 

B'-KT 

M 

1 

6"  X  6"  Wood 

Yes 

61 

e  +  68 

"A" 

8'-LT 

2 

4  I  7,7 

Yes 

Ye  9 

2" 

Mounted  Deiiiiia  gua.orai  i .  

61 

12  +  00 

"A" 

12 ' -LT 

hi 

1 

6"  X  6"  Wood 

Yes 

MoUTited  benind           .  d  i  i . 

61 

12  +  95 

"A" 

10' -LT 

1 

4"  X  6"  Wood 

Yes 

Mountea  benino  guaraESii. 

61 

15  +  30 

■•A" 

10 '-LT 

2 

4  I  7,7 

Yes 

Yas 

I- 

nouriteu  oenina  ^uarcjraii. 

61 

13  +  47 

"A" 

9'-flT 

m—  1 

1 

4"  X  4"  Wood 

Ho 

MountQu  aehind  guardrail. 

61 

End    A  Line 



End  Ca.Tyon  Interchanse 

1476  +  25 

N.B, 

20' -RT 

M 

1 

6"  Post 

Yas 

62 

1465  +  25 

N.B. 

19'-RT 

R2-8 

1 

10"  Post 

Yes 

62 

1495  ♦  00 

N.B. 

30'-KT 

G-7 

2 

8  WF  17 

Yes 

Yes 

5" 

62 

1499  *  50 

l<*  -LI 

G-(  > 

2 

8  WF  17 

Ye^ 

Yes 

0" 

Mojnted  behind  guardrail. 
An  i.'rtn  Tf^t"  ffrfhantf^  Rat  re  fit  i  cfi    Road  Kit  i  t  5 /A  Mile 

62 

1514  +  30 

O  D 
D. 

-LI 

G-(  ) 

2 

6"  P03t 

Yos 

^UdlL^     '  low. 

62 

1.7  11.'  *  00 

C  D 

^1  t  IT 

G-(  ) 

2 

3  WF  17 

Yes 

Yea 

0" 

Ho 

65 

lO^U  *  OU 

55  I  IT 

— Ltl 

G-(  ) 

2 

8  WF  17 

Yes 

Yes 

0" 

Ho 

64 

End  1-15-5(25)254 

PAGE  NO   


SIGN  a  LIGHT  INVENTORY 

INTERSTATE  SYSTEM 


FA  P    NO  -   1-182(5)  &  (6) 
1-15-5(26)271 


STATION 

LANE 
OR 
RAMP 

SIGNS  OR  LIGHTS 

IMU. 
HAZ- 
ARD 

DWG 

PHOTOGRAPHS 

OlST  Ftt 
EDGE  OF 
rRVt.O  LANE 

TYPE 

SUPPORTS  I 

FOUNDATION 

REMARKS 

PA(5E 
NO 

PAGE 
HO 

PHOTO 
NO. 

AHD 
NO 

NO 

yATERIAL 

MK  wr 

1  P-JC 
CONC  [  TION 

Begin  1-182(5)  (6) 

CASCADE  -  Um 

559  +  00 

N.B. 
S.B. 

12' -KT 
12' -LT 

MP 

1 

U-Sect. 

Mile  Post  255 

65 

iill   +  i.7 

N.B. 
S.B. 

1 2 ' -RT 
12 '-LT 

Ml' 

1 

U-Sect, 

Mile  Post  256 

65 

*  57 

N.D. 
S.B, 

12" -RT 
12' -LT 

^a> 

1 

U-Sect. 

Mile  Post  237 

65 

26 

59-12 

End  I.1H2(-))       it  1 



E-L    Lr,  1-15-5(26)271 

GREAT  FALLS  UESTSIDE 

(Got«  Kill  to  S'jn  Rivar) 

479  +  lU' 

M ,  E. 

32 ' -RT 

G-6 

2 

a  ur  17 

Ho 

3" 

66 

'•Q'i  *  U 

S.B, 

20'-LT 

Light 

1 

steal 

No 

Yes 

2" 

484  +  23 

N,B, 

21 '-RT 

R3-5 

1 

4"  X  6"'  Wood 

No 

Yes 

66 

486  +  50 

S.B. 

16'-LT 

G-3 

2 

6"  K  6"  Uooi 

Yes 

66 

.'.92  +  55 

S.B. 

53'-LT 

G-' 

2 

8  WF  24 

No 

Yes 

4" 

66 

497  +00 

N.B. 

16' -LT 

RlO-1 

1 

I  10 

Yes 

Yes 

2" 

66 

501  +  00 

N.B. 

18 '-RT 

G-9 

3 

8  WF  2^1 

No 

Ye<; 

0" 

MoiiritetJ  behind  g'jardra 1 1 . 

66 

506  +  50 

S.B, 

16'-RT 

RlO-1 

1 

5  1  10 

Yni 

Yes 

0" 

66 

507  *  50 

?.B. 

13 ' -LT 

M 

1 

5  I  10 

No 

Yes 

7 

Moulted  behind  guardrail. 

66 

510  +  20 

?.B. 

10- -LT 

Light 

1 

St.J-rl 

No 

IBS 

£ 

Mounted  behind  guardrail. 

510  +  90 

N.B. 

20' -RT 

G-(  ) 

3 

6"  Posts 

No 

To  u  ,  t ,       .  "a itns t  rom  a.  t  .is, 
Mojnted  behind  guardrail.     Next  Rlm.- 

66 



512  +  60 

S.B. 

10' -LT 

Light 

1 

yt-}«i 

No 

Yfl3 

2" 

Hojited  behind  ^>iardrail. 

66 

515  *  00 

S.B. 

10* -LT 

Light 

1 

Steel 

No 

Yes 

2" 

MounteJ  behind  guardrail. 

66 

PAGE  NO   ll 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  i.is-y.^ 

INTERSTATE    SYSTEM  i-i5 

6>271 

STATION 

LANE 
OR 
RAMP 

DIST  FH 
EDGE  OF 
trvlo  lane 

SIGNS  OR  LIGHTS 

iMy 

HAZ- 
ARD 

n  t  M  An 

0W6 

U  n  n  ~"  J 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

NO 

MATERIAL 

BNKWY 

CONC 

P-JC 

TION 

.t  i  fi  Hrt  Cfi   Hill    Int^  rfha.i^S 

Begin  "S-2"  Ramp 

i4l5  +  20 

"S-2" 

1  (■ '  -LT 

Lictit 

1 

Steel 

No 

Yes 

2" 

66 

i.75  ♦  20 

•■S-2" 

Rl-1 

1 

66 

675  +  50 

"S-2" 

1 2 ' -LT 

R5.1 
R5..'. 

1 

6"  Post 

No 

66 

675  +  95 

"5-2" 

i :. '  -LT 

LiKhl 

1 

Steel 

No 

Yes 

3" 

66 

479  +  50 

lip 

I  L  -Li 

G-? 

2 

6  I  7.7 

No 

Yes 

2" 

Yes 

66 

630  *  00 

1 1 . 

-RT 

R5-6 

1 

6  '  X  6"  Wood 

Yes 

66 

^87  +  65 

"S-2" 

15  -LT 

LiCht 

1 

Steel 

No 

Yes 

3" 

66 

68y  +  95 

15 '-LT 

LitJ'-.t 

1 

Steel 

No 

Yes 

3" 

66 

6  73  •  1 1 

^  —  p 

f.'  IT 

Lifilit 

1 

Steel 

No 

Yes 

2" 

Mmiii  I'fd    hps  tnrf    fFiiArd  C&  i  1 

•k  MV       1  Ir              UG  ilk'  lU      KUDAu^B^i  , 

66 

HQ  X" 
O  -  J 

LiEht 

1 

Steel 

No 

Yes 

3" 

66 

689  ♦  10 

Is  -KJ 

Lipht 

1 

Steel 

No 

Yes 

3" 

66 

691  +  60 

If  M           — tl 

S-3 

15 ' -RT 

Lieht 

1 

Steel 

No 

Yes 

2" 

66 

RfpiiA  "S"  Linp 

12  +  10 

"S" 

15' -RT 

LiBht 

1 

Steel 

No 

Yes 

2" 

66 

12  *  95 

"S" 

15' -KT 

M 

1 

-- 

66 

13  +  50 

"S" 

16'-LT 

G-lt 

2 

6  I  7,7 

Yes 

Yes 

5" 

66 

13  +  60 

"S" 

6'-RT 

1 

Steel 

No 

Yes 

3" 

Mounted  behind  guardrail. 

66 

16  +  75 

"S" 

7'-RT 

Lighl- 

1 

Steel 

No 

Yes 

2" 

Mounts']  behind  guardrail. 

66 

End    'S"  Line 

End  Gore  Hill  Interchange 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY                 fa.p  no.: 

INTFRSTATF    SY^TPM  l-U 

6)271 

5TATlOt4 

LANE 
OR 
RAMP 

SIGNS  OR  LIGHTS 

IMM 

LI  ATi. 

ARO 

DWG 

PHOTOGRAPHS 

DIST  FM 
EDGE  OF 
IRVLO  LANE 

TYPE 

SUPPORTS 

FOUNDATION 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

AND 
NO 

NO 

MATERIAL 

BRK  WY 

CONC 

P"JC 
TION 

521  ■*  25 

tl.  9. 

18' -RT 

G-9 

5 

8  2't 

No 

1" 

67 

111'  f.T 

G-5 

2 

6"  X  6"  Vooi 

Yes 

6* 

527  +  10 

S.B, 

20' -LT 

Light 

1 

■.■1 

Nc 

Ye  5 

3" 

67 

er  *  A      i      T  r 

^  &C   *    1  ? 

Light 

1 

Steel 

No 

Yes 

2" 

67 

5  31  *  0 

r>   -  K  I 

OHG-16 

2 

S"  Pipe 

No 

Yes 

1" 

Overhead  sign.     Mon^ited  behind  guardrail. 

67 

26 

61-7 

J  Ji-     ^  .'VI 

,1  _  n  , 

Light 

1 

St5i:l 

No 

Yes 

2" 



67 

26 

61-7 

5it2  +  80 

21 '  -RT 

R5-5 

1 

5    I  10 

Yes 

Yes 

0" 

67 

JH  O    ^    U  VI 

o  •  I>* 

G-12 

5 

'J  V-T  17 

No 

Yes 

0" 

67 

21 '  -CT 

M 

1 

5  i  10 

Ve5 

Yes 

0" 

6" 

RlO-1 

1 

I  10 

Yes 

Yes 

0" 

6T 

r  <c  jc   .X  rtrt 
>OD   +  00 

JU  -Li 

G-<  ) 

5 

X  6"  VIooi 

No 

Mftlmstrom  A.F  B    Next  Rieht. 

  " — --^  s  ' 

67 



^    ^  V 

19 ' -KT 

G-U 

2 

10  WT  2') 

No 

Yes 

10" 



MoJtited  behind  guardrail. 

67 

2- 

.1-5 

Betin  Sour  Interchanae 
   '  — ■  ' — 

Betfin  "E-1"  Ramo 

517  +  30 

I'F*  111 

lU    — J_»l 

Light 

1 

Steal 

No 

Yes 

2" 

Mo'inted  behind  guardrail. 

67 

518  +  7:) 

Tic  111 

1  =;  ■  DT 
1 J     —  Al 

B3-5 

1 

3  1  5.7 

Yes 

Yes 

5'- 

67 

10'  LT 

Listit 

1 

Steel 

No 

Yas 

2" 

Mounted  behind  guardrail. 

67 

522  *  10 

"E-1" 

10 "-LT 

Light 

1 

Steel 

No 

Yes 

5" 

Mo'jnt<dd  tiehind  guardrail. 

67 

524  ♦  5  0 

"E-1" 

15 '  -LT 

1 

Steel 

No 

Yes 

2" 

67 

525  +  50 

"E-1" 

20' -LT 

W4-2 

1 

5  I  10 

Yes 

Ye  5 

0" 

67 

526  +  80 

"E-1" 

15 ■ -LT 

Light 

1 

Steel 

Ma 

no 

67 

End  "E-l"  Ramp 

Be^^in  "E-2"  Ramp 

522  +  60 

"E-2" 

15'-LT 

LiCh-- 

1 

Steel 

No 

Yes 

5" 

67 

524  +  00 

"E-2" 

1 5 ' -LT 

Light 

1 

St  3  111 

-'e ; 

2" 

6" 

PAGE  NO   fLi 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  1-15-5(2 

iwtfr<;tatf    c;y^tfm  i-is 

6)271 

STATION 

LANE 
OR 

nAMP 

OtST  FU 
EDGE  OF 
TRVLO  LANE 

SIGNS  OR  LIGHTS 

iHU. 
HAZ- 
ARD 

Rt  MARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

TYPE 
AND 

SUPPORTS 

FOUNDATION 

NO  yATERIAL 

BRK  WY 

CONC 

P-JC 
TION 

525  +  00 

"E-2" 

16'  -icr 

R5-4 

1 

4"  X  6"  Won  ! 

yo 

Yes 

67 

■'E-2" 

15 '-LT 

Light 

1 

No 

Yes 

2" 

t,7 

525  *  25 

526  *  00 

•'E~2" 

15'-RT 

R5-4 

1 

3  I  5.7 

Ves 

Yes 

3" 

(i7 

526  +  50 

"E-2" 

15'-LT 

LiRht 

1 

:nteel 

.-Jo 

Yes 

0" 

67 

527  +  75 

"E-2" 

15 '-LT 

LiRht 

1 

No 

Yes 

2" 

67 



529  +  50 

"B-2" 

IS'-LT 

1  T1  T  1 

Wl 

1 

5  I  10 

^as 

Ve3 

]'■ 

67 

529  +  80 

"E-2" 

15'-LT 

Light 

1 

Steel 

No 

Yes 

2" 

67 

551  ■»  50 

"E-2" 

9'-LT 

OHG-1 7 

2 

8"  Pipe 

No 

Yes 

10" 

67 

^6 

61-7 

532  *  20 

"E-2" 

15'-LT 

1 

Steel 

No 

Yes 

5" 

67 

O A  ««  1  rt    Iff  l>&mn 

550  +  00 

"E-3" 

6'-RT 

OHG- 

JD   t£    1  ' 

2 

8"  Pipes 

No 

Yes 

U v6  CndsO  £ 4     rlo -ID LetJ  Den luu  Rus  r c ra  i  i  . 

67 

27 

61-8 

534  +  40 

"E-3" 

lO'-KT 

Lieht 

1 

Steel 

No 

Yes 

2" 

67 

5  55  *  40 

"E-3" 

9  -RT 

W15  J 

5  1  10 

No 

Yes 

2" 

67 

5  55  *  75 

"E-3" 

10  -RT 

Ligni; 

1 

Steel 

No 

Yes 

2" 

67 

537  +  00 

"E-3" 

lO'-BT 

Steel 

No 

Yes 

5" 

67 

558  *  30 

E— 3 

10  -KT 

T.I  dht- 

Steel 

No 

Yas 

2" 

67 

539  +  60 

"E-3" 

15 '-RT 

T.i  oht 

Steel 

No 

Yes 

3" 

67 

"P  5" 

Er  —V 

Light 

Steel 

No 

Yes 

3" 

67 

"P  111 
£,—  J 

1  J      — IXl 

Light 

Steel 

No 

Yes 

1" 

67 

543  ♦  70 

"E-3" 

15  '-KT 

Li^t 

Steel 

No 

Yes 

4" 

67 

5^1 5  ♦  85 

"E-5" 

IS'-KT 

Light 

Steel 

No 

Yes 

5" 

67 

548  ♦  25 

"E-i" 

IS'-RT 

Light 

Steel 

No 

Yes 

4" 

67 

550  +  65 

"E-3" 

15'-KT 

Litl'iit 

Steel 

No 

Yes 

3" 

67 

552  +  10 

"E-3" 

2o'-Pr 

Li-1.'- 

Steel 

No 

Yes 

T'.  !       -V  Ramp 

67 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 
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FA  P    NO  1.15-5(26)271 


LANE 

SIGNS  OR  LIGHTS 

IMU. 

HAZ- 

OWG 

PHOTOGRAPHS 

AT  1  AM 

OlST  FM 

tuut  Ur 

TYPE 

SUPPORTS 

FOUNOATfON 

REMARKS 

PAGE 

PAGE 

PHOTO 

r«VLO  LANE 

AND 
NO 

NO 

UATERIAL 

CONC 

P'JC 
Tl  ON 

ARD 

NO 

NO 

NO 

Beain  "E-4'"  Ramp 

525  *  20 

"B-4" 

lO'-KT 

Light 

1 

o  t  -o  1 

No 

Ves 

2" 

Mounted  behind  gaardrsil. 

<>7 

525  +  60 

"E-'i" 

lO'-RT 

1 

,.i  1 

No 

Yes 

5" 

Mounted  behind  Ruardrail. 

67 

I'f  1," 
n,  — *+ 

1  A  '  RT 

Light 

1 

No 

2" 

Mojrited  behind  auacdca.; 

"   — — 1  ■  

67 

1  r>'  DT 

LiBht 

1 

Steel 

No 

Yes 

2" 

Mo t t-'d  behind  giiardcail 

67 

5S2  +  ^5 

"E-4" 

10 '-KT 

Light 

1 

Steel 

No 

Ye  3 

2" 

MoJ^tQd  behind  giiardrail. 

67 

534  +  ao 

"E-A" 

lO'-RT 

Light 

1 

Steel 

No 

Yes 

Mojnted  behind  cuardrail. 

67 

557  +  20 

"B-4" 

10' -RT 

LiKhC 

1 

No 

Ve3 

y 

Mounted  behind  auardrai-l.   

67 

5  3    *  30 

"E-4" 

10 '-III 

LiKht 

1 

Stanl 

No 

Yes 

2" 

Mounted  Jdhiid  guardrail . 

67 

"E-4" 

lO'-KT 

Light 

1 

5teel 

No 

Yes 

2" 

Hoj^tad  be.ind  guardrail 

67 

14 ' -RT 

M 

1 

5  I  10 

No 

Yes 

2" 

Mounted  behind  guardrail. 

67 

551  +  10 

■'E-4" 

15 '-RT 

Light 

1 

ot.iel 

No 

Yes 

3" 

67 

End  "E-4"  Ramp 

Begin  "E"  Line 

15 ' -LT 

Lieht 

1 

5teel 

No 

Yes 

2" 

67 

J^X.     '  JJ 

332  +  90 

b 

^  LI  -Lil 

G-10 

2 

8  WF  24 

No 

Yes 

9" 

67 

^  lii   +  30 

"E" 

15 ' -LT 

Liahl 

1 

Steel 

No 

Yes 

2" 

6? 

5  37  +  05 

"E" 

10' -LT 

Li  ght 

1 

Steel 

No 

Yes 

2" 

Mounted  behind  guardrail. 

67 

540  +  15 

10' -RT 

LiKht 

1 

Steel 

No 

Yes 

3" 

Mounted  behind  guardrail. 

67 

565  +  35 

"E" 

10' -LT 

Lijht 

1 

Steel 

No 

Yes 

2" 

Mounted  behind  guardrail. 

67 

550  +  00 

"E" 

6 '  -i:t 

OHG- 
16  &  17 

2 

8"  Pipe 

No 

Yes 

Overhead  sign.    Mounted  behind  guardrail. 

67 

27 

61-8 

End  "E"  Line 

End  Spue  Interciiaige 

End  1-15-5(26)271 
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SIGN  a  LIGHT  INVENTORY                 fa  p  no  i-ig-3i; 

i.5(3) 

272 

STATION 

LANE 
OB 
flAMP 

OlST  FM 
EDGE  OF 
TRVLD  LANE 

SIGNS  OR  LIGHTS 

lUM, 
HAZ- 
ARD 

RE  MARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

MO 

HATERIAl 

BRKWY 

CONC 

P-JC 

TION 

GREAT  FALLS  SVUi. 

18  +  50 

S.B. 

1 5 ' -LT 

1 

Steel 

No 

Yes 

^" 

63 

19  +  00 

N.B. 

15'-Rr 

wo  —  ■ 

1 

i  10 

No 

Yes 

2" 

68 

20  +  70 

N.  B. 

15'-RT 

1 

StQ'il 

No 

Yes 

3" 

63 

27 

61-10 

20  +  90 

N.B. 

9'-LT 

U6-4 

, 

5  I  10 

No 

Yes 

1" 

63 

27 

61-1.' 

25  *  05 

S.B. 

14 ' -LT 

Light 

1 

^tael 

No 

Yes 

5" 

60 

24  ♦  00 

N.B. 

14 '-RT 

R2-5 

1 

5  I  10 

No 

Yea 

3" 

6? 

25  *■  90 

N.B. 

15 '-RT 

Light 

1 

:3tael 

No 

Yes 

3" 

tZ 

28  +  55 

S.B. 

15 ' -LT 

, 

Steel 

No 

Yes 

2" 

63 

50  +  95 

N.B. 

15 '-RT 

1 

Steel 

Ho 

Yes 

2" 

68 

32  +  00 

S.B. 

18' -LT 

G-18 

10  Iff  29 

No 

Ye  4 

0" 

68 

52  ♦  50 

ti.B. 

1 5  -RT 

R2-1 

1 

5  I  10 

No 

Yes 

2" 

63 

32  *  S5 

S.B. 

1!>  -LI 

LiRht 

1 

Steel 

No 

Yes 

3" 

68 

+  85 

N.B. 

15  -RT 

Li  etit 

1 

3teel 

No 

Yes 

1" 

60 

34  +  65 

N.B. 

15 '-BT 

W5-3 

1 

MoJ^teo  0:1  It-Kht  stanJard. 

63 

*  an 

JO  ^ 

W3-3 

1 

ii"  Pipe 

Yes 

Yes 

0" 

68 

on*  IT 

Light 

Steel 

No 

Yes 

1" 

63 

39  +  00 

S  B 

22 ' -LT 

H 

5  E  10 

Yes 

Yes 

1" 

6S 

59  +  70 

N.B. 

1 5 ' -RT 

Light 

Steel 

No 

Yes 

1" 

60 

i2  *  15 

S.B. 

20' -LT 

Light 

Steel 

No 

Yes 

3" 

6'0 

-iii  +  00 

S.B. 

30'-LT 

G-20 

2 

8  WF  17 

No 

Yes 

2" 

6S 

<,-'4  *  54 

N.B. 

53 ' -RT 

G-IJ 

2 

0  WF  17 

No 

Yas 

5" 

68 

46  +  70 

N.B, 

20' -RT 

Light 

1 

Steel 

No 

Yes 

2" 

68 

46  *  54 

S.B. 

21 ■ -LT 

R2-6 

1 

5  I  5.7 

Yes 

Yes 

n" 

6J 

PAGE  NO 
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LANE 
OR 

SIGNS  OR  LIGHTS 

IMU 

HAZ- 

OWG 

PHOTOGRAPHS 

STAI lON 

DiST  FM 
tOGE  Of 

TYPE 

Supports 

FOUNOATtON 

REMARKS 

PAGE 

PAGE 

PHOTO 

RAMP 

IRVLD  LANE 

AND 
NO 

1 

MO 

MATERIAL 

MKWV 

CONC 

P'JC 
TION 

ARD 

NO 

NO 

NO 

i.0  Bj 

K,B. 

2i  •  -lU 

ir  -  'i 
R'.-l 

1 

3  I  5.7 

Yes 

LV 

68 

;  .  Tv 

1 ;  ■  -Li' 

1 

sice} 

N<i 

Xes 

2" 

66 

End  i.IG-515.5t J;272 

Begin  l-lG-l5-5(2>)2'3 

G.<-:Ar  lALl^i  WESTSID'^ 

CSui  Kiver  lo  Emerson  Junction) 

P. 

1  ti '  -RT 

G-(  > 

2 

e  WT  17 

Ve  = 

V.=  ■. 

2" 

City  Ce.U.;r  Next  Ri",;it.     Mounted  behind  RuarJrnLl. 

69 

-r  OJ 

;  .P. 

20' -LT 

G-23 

2 

■_l           1  7 

Yei 

3" 

Mo.nte-3  be!i''i'l  H'.iardcail. 

6) 

600  +  0,1 

?.F'. 

18' -RT 

RlO-1 

I 

1  ir. 

l'  --  ; 

Vei 

0" 

69 

603  +  JO 

N.E. 

20' -RT 

Lir:^! 

No 

Yei 

2" 

MoJited  bti'i'  il  guaricail. 

69 

603  +  70 

£.B, 

20- -LT 

L'-i  >< 

a  Ifee  1 

N;- 

Yes 

3" 

69 

60 ;  +  90 

N.B. 

20' -RT 

C-2. 

10  wr  29 

No 

Ye; 

Mojoted  beh-iiJ  guardrail. 

6? 

600  +  10 

N.B. 

15  '-RT 

G-i 

i>"  X  6''  i^ooJ 

Ye; 

69 

61  ;  *  40 

».B. 

20 ' -RT 

Lig^il 

No 

Yes 

2" 

69 

1  ] :  -  70 

S.B. 

21 '-LT 

R3-5 

^    i    .  .  ~ 

Ye> 

Yes 

iV 

69 

61<.  ♦  15 

N.B. 

20"  .  KT 

L..(lM 

^o 

Y£:i 

2" 

69 

616  +  35 

S.B. 

20' -LT 

Ligh 

1 

Steel 

Nd 

Yes 

;■■ 

6-1 

618  +  70 

iN.B. 

20- -RT 

Li.g".r 

1 

J,13  -  \ 

No 

Yes 

i" 

69 

619  +  25 

S.B. 

20'-LX 

Ligh! 

1 

ijtec!) 

No 

Yes 

2" 

69 

621  - 

N.B. 

20' -BT 

LiRht 

I 

■J  -  ml 

No 

Yds 

2" 

69 

,-  i.'.. 

20' -LT 

Light 

? : ,_.  1 

■ 

2'* 

69 

i\.B. 

20' -RT 

Li^ 

No 

Vei 

5" 

6) 

S.B. 

20- -LT 

Light. 

:■!  f 

3" 

69 

■A. a. 

i  1  ' - KT 

i'Z.  -3 

3   15  7 

:: 

2" 

6>i 

PAGE  NO 
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STATION 

LANE 

OlST  FU 

EDGE  OF 

i           SIGNS  OR  LIGHTS 

:  ;mm. 

ARO 

REMARKS 

owe 

PHOTO 

GRAPHS 

(  TYPE 

\               SUPPORTS                   \  'OUNOATION 

PAGE 
NO. 

PAGE 
NO 

PHOTO 
NO. 

1  AMP  ITRVLO  LANE 

AND 
NO 



I  

MATEfflAL 

SRKWV 

I 

;  CONC 

_TION  _ 

629  +  50  i  S,B. 

15 • -LT 

G-5 

1 

1   6"  X  6"  Wood 

Yes 

■ 

69 

... 

t 

1 
i 

— 



Begin  Central  Avenue  Interchange 

: 







Be^in  "K-l"  Ramp 

605  +  70 

"K-l" 

15'-RT 

Light 

steel 

No 

Yes 

2" 

69 

608  *  75 

'■K-V 

15 • -RT 

Light 

Steel 

No 

Yes 

3" 

69 

611  ♦  15 

"K-l" 

is'-icr 

LiSht 

1 

Steel 

No 

Yes 

1" 

69 

613  +  10 

"K-l" 

9'-RT 

W3-1 

3  I  5.7 

No 

Yes 

2" 

Mounted  behind  guardrail. 

69 

613  +  20 

■■K-l'- 

9'-Kr 

LiRhr 

Steel 

No 

Yes 

5" 

MoJTted  beSind  guardrail. 

(.'■} 

613  +  60 

"K-l" 

18" -LT 

R5-'i 

3  I  5.7 

Ves 

Yes 

1" 

MoJtted  behind  ^uflrdrail. 

69 

cl."   *  00 

■•K-l" 

9'-RT 

Light 

Steel 

No 

Yes 

2" 

MoJnted  behind  guardrail. 

6; 

615  +  10 

"K-l" 

9'-RT 

M 

5  I  5.7 

Ho 

Yes 

2" 

Mounted  behind  guardrail. 

69 

616  +  80 

"K-l" 

9'.RT 

Light 

Steel 

No 

Yea 

2" 

Mounted  behind  guardrail. 

69 

617  +  60 

"K-l" 

lO'-KT 

G-27 

U  I  7.7 

No 

Yea 

3" 

Mounted  behind  i^aardcail. 

69 

618  +  60 

"R-l" 

12'-RT 

Light 

Steel 

No 

Yes 

2" 

70 

619  +  20 

"K-l" 

12'-Kr 

R1.-2 

5  I  5.7 

Yes 

Yes 

4" 

Mounted  on  fillet  curve. 

7  1 

619  ♦  50 

"K-l" 

13'-RT 

m-1 

3  I  5.7 

Yes 

Ye- 

3" 

70 

619  +  50 

"K-l" 

12'-LT 

W  X  6"  Wood 

Yeq 

Yes 

5" 

71 

End  "K-l"  Ramp 

Begin  •■K-2"  Ramp 

619  +  25 

"K-2" 

15' -RT 

Bl  -2 

— 

5  I  5.7 

Yes 

Yes 

2" 

Mounted  in  curbed  island. 

70 

620  +  40 

"K-2" 

12 '-RT 

LiEht 

Steel 

No 

Yes 

3" 

70 

622  +  45 

"K-2" 

lO'-iTT 

Light 

Steel 

No 

Yes 

2" 

iloJnted  behind  guardrail. 

69 

•-ili*  *  80 

"K-2" 

Ij'-KT 

Light 

Steel 

No 

Yes 

2" 

69 

627  •  25 

"K-2" 

15'-in' 

Light 

St  lel 

No 

Yes 

1" 

69 

629  +  90 

'■K-2" 

15 '-RT 

Light 

StH-1 

No 

'.'as 

5" 

69 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  ..ig-is^ 

INTFRRTATF    SYSTFM  1-1^ 

5(20); 

75 

STATION 

f  AMP 

SIGNS  OR  LIGHTS 

IMU. 
HAZ- 
ARD 

DWG 

PMOTOt 

OlST  FM 
EOCE  OF 
r«VLO  LANE 

TYPE 

SUPPORTS 

FOUNDATION 

REMARKS 

PAGE 
NO. 

PAGC 
NO 

PHOTO 
NO 

AND 
NO 

NO. 

MATERIAL 

BRKWY 

CONC 

P'JC 
TION 

652  +  40  |"K-2" 

15 '-RT 

LiRht 

1 

Steol 

No 

Yas 

2" 

69 

1 

655  +  00  [-K-r- 

15  '-M 

Light 

1 

Steal 

No 

Yes 

1" 

69 

Ends  "K-2'^  Ramp 



Begin  "K-5"  Ra-np 

606  *  50 

"K-5" 

lit  —Li 

Light 

1 

5tee  ] 

No 

Yes 

2" 

69 

603  +  90 

■'K-3" 

1  ^>  -LI 

Light 

1 

Steel 

No 

Yes 

2" 

69 

611  *  50 

"R-5" 

Light 

Steel 

No 

Yes 

5" 

69 

615  +  80 

'*K-3" 

15 '-LT 

Light 

Steel 

No 

Yes 

2" 

69 

615  +  90 

■•K-3" 

15 '-LT 

Light 

Steel 

No 

Yes 

2" 

69 

618  ♦  00 

"K-5" 

1  5 '  T.T 

Light 

Steel 

No 

Yes 

3" 

69 

620  +  00 

■<4,-3" 

1     '  IT 
I  J   —  Jj  1 

LiRht 

Steel 

No 

Yes 

5" 

70 

620  +  06 

"K-3" 

IS'    T  T 

Rl-2 

3  I  5,7 

Yes 

Yes 

2" 

70 

End  "K-3"  Ramp 



 Begin  "K-4"  Ramp  

522  +  35 

■'K-4" 

1=; »  IT 

Rl-1 

5  I  5,7 

Ves 

Yes 

2" 

Mounted  in  curbed  island. 

70 

622  *  40 

"K-4" 

y  -K 1 

R5-1 
R5-4 

4"  X  6"  Wood 

Yes 

70 

525  +  20 

"K_4" 

12 ■ -LT 

Lieht 

Stael 

No 

Yes 

2" 

70 

525  +  40 

"K-4" 

<i '  -LT 

Light 

Steel 

No 

Yes 

5" 

Mounted  behind  j^uardrail. 

69 

625  +  90 

"K-4" 

7      —  L*  J, 

9'  -LT 

M  &i 
R5-4 

5  I  5.7 

No 

Yes 

2" 

Mounted  behind  guardrail. 

69 

627  +  40 

■■K-4" 

16'-RT 

R5-4 

3  I  5.7 

Yes 

Yes 

0" 

69 

627  +  80 

"K-4" 

15 '-LT 

Light 

— 

Steal 

No 

Yes 

69 

628  +  50 

"K-4" 

18' -LT 

U3-1 

3  1  5,7 

Yes 

Yes 

69 

630  *  30 

"K-'t" 

15 '-LT 

Light 

Steel 

Nn 

Yes 

2" 

69 

655  +  10 

■'K-4^' 

15 '-LT 

Lifiht 

Sta^l 

No 

Yes 

5" 

69 

End  "K-4"  Ramp 

PAGE  NO   55 


SIGN  a  LIGHT  INVENTORY                 far  no  i-ig-is- 

INTFR<;TflTF     qvqTFM  1-15 

5(20); 

t73 

STATION 

LANE 
1  AHP 

DIST  FH 
EDGE  OF 

TQUI   Ft    1  AbC 

SIGNS  OR  LIGHTS 

lUU. 
HAZ- 
ARD 

REMARKS 

DWG 
PACE 

NO 

PHU  1  U 
DA  fif 

NO 

PHOTO 
NO 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

NO 

MATERIAL 

BRNWT 

CONC 

rjc 

TION 

Bb^lti    K  Line 

"K" 

15 '-LT 

LiRht 

1 

Steel 

No 

Yes 

2" 

 ■ — .  — 

70 

7  *  25 
8+15 

"K" 

16 '-RT 

G-2<j 

2 

6  WF  24 

No 

Yes 

4" 

Yes 

70 

8  *  50 

■■K- 

Ked. 

W6-2 

3  I  5,7 

Yes 

Yes 

2" 

70 

9  *  00 

"K" 

i5'-irr 

Li^ht 

^ 

Steal 

No 

Yes 

5" 

70 

G-27t 

4  I  7,7 

No 

Yes 

1" 

Yes 

70 

10  *  55 
in  *  65 

"K" 
"K" 

15 '-LT 

1 

Steel 

No 

Yes 

2" 

70 

n  *  'tO 

"K" 

8'-LT 

1 

18"  Pipe 

No 

Yes 

4" 

Yes 

Overhead  sign. 

70 

28 

62-4 

12  +  30 

"K" 

8'-LT 

1 

Steel 

No 

Mounted  on  bridge.  

70 

15  +  55 

"K" 

8'-RT 

1 

Steel 

No 

Mounted  on  bridge. 

70 

28 

62-5 

la  +  80 

"K" 

8'-RT 

1 

18"  Pipe 

No 

Yes 

0" 

Yes 

Overhead  sign. 

70 

28 

62-5 

15  +  20 

"K" 

12'-RT 

1 

Steel 

No 

Yes 

J" 

70 

16  ♦  60 

"K" 

12' -IT 

1 

Steel 

No 

Yes 

2" 

70 

*  u 

62-6 

17  +  25 

■TC'- 

8'-LT 
Med. 

OHG- 
50,31 

8"  Pipe 

No 

Yes 

3" 

Yes 

0  ve  rtie s  i-^ri ,     b uppo rt  in  cu  tDea  tneQiari  db n inci  ^uo  lu i  a  l  i , 

70 

26 

62-6 

17  *  35 

"K" 

12 '-RT 

1 

Steel 

No 

Yes 

5" 

70 

20  +  00 

"K" 

e'-LT 

Light 

1 

Steel 

No 

Mounted  on  bridge. 

70 

21  +  10 

"K" 

8'-RT 

1 

Steel 

No 

Mounted  on  bridge. 

70 

22  *  50 

■■K" 

8"  -LT 

1 

Steel 

No 

Mounted  on  bridge. 

70 

23  +  60 

"K" 

8'  -RT 

Light 

Steel 

No 

70 

24  *  80 

"K" 

15 '-LT 

Ligtil. 

1 

Steel 

No 

Yes 

3" 

70 

26  +  30 

20  -RT 

LiRhi^ 

Steel 

No 

Yas 

2" 

70 

ano    N  Line 

End  Central  Avenue  Interchange 

635  +  60 

S.B. 

20'-LT 

Light 

1 

Stael 

No 

Yes 

2" 

71 

635  +  90 

S.B, 

32 ' -LT 

1  G-25 

2 

10  WF  29 

No 

Yes 

3" 

7] 
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SIGNS  OR  LIGHTS 

iMM 

HAZ- 

D«C 

PHOTOO 

RAPHS 

CLT  AT  1  AM 

O   I  H  1  1 

LftNE 
1  «MP  1 

01  ST    FM  ■ 
RVLD  LANE 

TYPE 

SUPPORTS 

'OUNOATfON 

REMARKS 

PAGE 

PAGE 

PHOTO 

AND 

NO 

NO 

MATERIAL 

IRKWT 

CONC 

TION 

ARD 

NO 

NO 

NO. 

657  +  80 

N.B. 

15 ' -RT 

LLRht 

1 

Steal 

No 

Yes 

3" 

71 

WO  +  55 

N.B. 

20 '-RT 

Light 

1 

Steel 

No 

Yes 

2" 

71 

6£tl  *  00 

N.B. 

21'-RT 

M 

1 

5  I  10 

Yes 

Yes 

0" 

71 

647  +  50 

N.B, 

1 8 ' -LT 

RlO-1 

1 

5  I  10 

Yes 

Yes 

0" 

71 

650  +  00 

3.B. 

42  * -LT 

G-C  ) 

2 

8  WF  24 

Yea 

Yes 

2" 

City  Center  Next  Right 

71 

N  6 

22' -RT 

R2-5 

1 

5  I  10 

Yes 

Yes 

0" 

71 

654  +  90 

t).B. 

22'-RT 

R2-2A 

1 

5  I  10 

Yes 

Yes 

O^' 

71 

672  +  00 

H.B. 

53 '-BT 

G-i2 

2 

8  WF  17 

No 

Yes 

!'■ 

71 

695  +  05 

S.B. 

20' -LT 

G-53 

2 

10  WF  29 

No 

Yes 

7" 

Mounted  behind  guardrail. 

71 

728  +  95 

N.B, 

18'-RT 

R3-5 

1 

4"  X  6"  Wood 

No 

Yes 

72 

802  +  95 

S.B. 

14 ' -LT 

Light 

1 

Steel 

No 

Yes 

2" 

Mounted  behind  fjuardrail. 

72 

804  +  58 

S.B. 

16 '-LT 

G-5 

2 

6"  X  6"  Wood 

Yes 

72 

Begin  Emerson  Junction  Interchanee 

Begin  "B-1"  Ramp 

15 '-RT 

Lieht 

1 

Stoel 

No 

Yes 

2" 

72 

■70      +  TO 
IQ^    +  7(1 

"B-1" 
"B-1" 

12'-En' 

UJ^^I*  — 

M 

2 

U-Sect. 

72 

801  +  55 

"B-1" 

8'-Ftr 

Light 

1 

Steal 

No 

Yes 

2" 

Mounted  behind  guardrail. 

72 



305  +  60 

■■B-1" 

10' -RT 

Light 

1 

Steel 

No 

Yes 

5" 

Mounted  behind  guardrail. 

72 

806  +  15 

■'B-1" 

15 '-RT 

Light 

1 

Steel 

No 

Yes 

2" 

72 

End  "B-1"  Ramp 

Begin  "b-2^'  Ranp 

"B-2' 

1  13'^RT 

R3-1 

1 

6"  X  6"  Wood 

Yes 

72 

798  ■*-  40 

■■B-2' 

12- -LT 

Rl-1 

2 

U-Sect, 

72 

798  +  60 
801  +  40 

"B-2' 

9 '  -lT 

M 

1 

4  "  X  6"  Wood 

Yes 

72 

601  +  90 

"B-2' 

9^  -RT 

R5-4 

1 

4"  X  6"  Wood 

Yes 

72 
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STATION 

LANE 
f  AMP 

DIST  FU 
EDGE  OF 
IRVLD  LAN 

SIGNS  OR  LIGHTS 

n  c  M  An 

DWG 

PHOTOGRAPHS  1 

TYPE 
^  AND 
NO 

SyPPOBTS 

1  FOUNDATION 

'MM. 

r«  "J  C 

NO. 

PAGE 
NO 

PHOTO 
NO 

NO 

MATERIAL 

BRKWT 

1  P"JC 
CONC  1  TION 

ARD 

803  +  80 

■■B~2" 

12 '-LT 

W3_l 

1 

4"  X  6"  Wood 

Ves 

Mounted  behind  guardrail. 

72 

72 

806  +  50 

'■B_2" 

15 ' -LT 

Light 

1 

Steel 

No 

Yes 

2" 

809  +  05 

■■B-2" 

16 '-LT 

1 

Steel 

No 

Yes 

y 

72 

Boein  "B"  Line 

77  +  20 

"B" 

21 • -KT 

G-51 

2 

8  HF  24 

No 

Yes 

5" 

Yes 

72 

26 

62-8 

79  +  90 

"B" 

12 '-LT 

Light 

1 

Steel 

No 

Yes 

2" 

72 

81  +  90 

"B" 

12 '-LT 

LiRht 

1 

Steel 

No 

Yes 

2" 

72 

62  +  50 

"B" 

7'-LT 

M 

2 

it"  jc  U"  Wood 
6"  X  6"  Wood 

No 

Yes 

72 

87  +  95 

■■B" 

12 '-RT 

M 

1 

4"  X  6"  Wood 

No 

Yes 

72 

88  ♦  90 

"B" 

15'-KT 

Light 

1 

Steel 

No 

Yes 

3" 

r  Z 

89  +  53 

"B" 

9'-LT 

G-(  ) 

2 

6"  X  6"  Wood 

No 

Yes 

Great  Falls  Frontaee  Road 

70 
/  f 

90  +  15 

"B" 

IS'-KT 

Light 

1 

Steel 

No 

Yea 

2" 

72 

End  "B"  Line 

End  Qnerson  Junction  Interchange 

End  I-lG-15-5( 20)273 



Begin  1-15-5(9)275 

EMEIBON  JIKCTION  TO  VAUGHN  JUNCTION 

810  +  50 

S.B. 

30'-LT 

G-(  ) 

i 

b  Wl-  2U 

No 

Yea 

0" 

73 

BlU  +  00 

N.B. 

15'-RT 

M 

2 

6"  X  6"  Wood 

No 

Yes 

73 

817  +  20 

N.B. 

8'-LT 

RlO-1 

2 

4"  X  6-  Wood 

No 

Yes 

/  J 

28 

1 

62-10 

824  +  00 

N,B. 

12 '-RT 

R2-3A 

2 

6"  X  6"  Wood 

No 

Yes 

73 

826  +  50 

N.B. 

is'-irr 

R2-2A 

2 

6"  X  6"  Wood 

No 

YeB 

73 

933  •  00 

N.B. 

18' -RT 

G-10 

2 

8  WF  17 

No 

Yes 

4" 

Yes 

73 

62^11  1 
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 p 

STATION  ! 

1 

1 

L&NE 

3R 
1  AMP  jT 

SIGNS  OR  LIGHTS 

IMM. 
HAZ- 
ARD 

DWG 

PHOTOQ 

RAPHS 

DIST    FM  - 
EDGE  OF 
RVLO  LANE 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

REMARKS 

PAGE 
NO. 

PAGE 
NO 

PWOTO 
NO 

NO. 

MATERIAL  1 

HKWY 

CONC 

P'JC 
TION 

1 

S.B. 

  1 

16- -LT 

G-(  ) 

2 

8  WF  2A 

No 

tes 

6" 

Mojntod  behind  guardrail,    521,  N.W.  Bypass,  Exit  1  Mile. 

73 

862  +  00  j 

862  +  60  ! 

N.B, 

S.B. 

ll'-RT 
12' -LF 

MP 

1 

Mile  Post  276 

75 

16'-LT 

G-C  ) 

2 

8  WF  17 

No 

Ves 

5" 

No 

Great  Falls  Next  Right,     Mounted  behind  guardrail. 

73 

873  +  00 

S,B. 
N.B. 

12" -RT 
12' -LT 

MP 

1 

Mile  Post  277 

74 

915  +  40 

gjA  +  55 

S.B, 
N.B, 

IB'-RT 

G-4 

2 

8  UF  17 



No 

Yes 

2" 

Yes 

74 

29 

62-12 

960  +  00 

S.B. 

16'-LT 

G-.13 

2 

4  1  7.7 

No 

6" 

Moui\ted  behind  auatdreil. 

74 

12' -LT 

R2-2A 

2 

6"  X  6"  Wood 

No 

Yes 

74 

96^  *  00 

S.B. 

12 ■ -IT 

R2-5A 

2 

6"  X  6"  Wood 

No 

Yas 

74 

966  ♦  50 

S.B. 
N.B. 
S.B. 

12'-RT 
12 '-LT 

MP 

1 

Mile  Post  27B 

74 

968  +  20 

S.B. 

IJ'-LT 

M 

2 

6"  X  6"  Wood 

No 

Yes 

74 

976  +  40 

11 '-RT 

RlO-1 

2 

4"  r.  f."  Wood 

t&a 

74 

977  +  5y 

3.B. 

G-6 

2 

8  WF  17 

No 

Yes 

IV 

Yes 

75 

29 

63-1 

938  +  90 

N.B. 

18'-RT 
15 '-RT 

G-3 

2 

6"  X  6"  Wood 

Yes 

No 

75 

992  +  95 

N.B. 

13 '-LT 

W4-1 

2 

6"  X  6"  Wood 

No 

Yes 

75 

994  +  00 

S.B. 
N.B. 

12'-RT 

W4-1 

2 

6"  X  6"  Wood 

No 

Yes 

75 

1001  +  00 

15'-LT 

G~3 

2 

6"  X  6"  Wood 

Yes 

Mounted  behind  guardrail.   _ 

75 

1004  +  10 

S.B. 

16 ■ -LT 

G-6 

2 

8  WF  17 

No 

Yes 

2" 

Yes 

75 

29 

64-7 

1007  +  90 

S.B. 

RlO-l 

2 

4"'  X  6"  Wood 

No 

Yes 

75 

1014  +  00 

N.B. 

9'-LT 

Bojtin  Manchester  InterchanK® 

Begin  "F-l"  Rarap 

12 '-LT 

Rl-1 

1 

6"  X  6"  Wood 

No 

Yes 

75 



998  +  75 

"F-l" 

12' -RT 

R5-1 

1 

4"  X  6"  Wood 

Yes 

75 

999  +  25 

■T-1" 

16'-RT 

R5-4 

1 

4"  X  4"  Wood 

No 

Yas 

75 

1002  +  00 

-F-l" 
"F-l' 

10' -LT 

W3-1 

1 

6"  X  6"  Wood 

No 

Yes 

75 

1003  +  95 

End  -F-l"  Ramp 
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STATION 

LANE 
3R 
FiAMP 

DtST  FU 
EDGE  OF 
TRVLD  LAN 

SIGNS  OR  LIGHTS 

RE  MARKS 

PHOTOSftAPHS 

TYPE 
AND 

=  NO 

SUPPORTS 

FOUNDATION 

lUH 

HAZ- 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

NO. 

MATERIAL 

BRKWV 

CONC 

P'JC 
TION 

ARD 

Beain  ■'F-3"  Ratop 

993  ♦  5it 

"F-3-' 

10 '-RT 

W3-1 

1 

6"  X  6"  Wood 

No 

Yes 

75 

997  +  90 

•■F-3" 

10' -LT 

R5-] 

1 

6"  X  6"  Wood 

Yes 

75 

998  *  62 

■•F-3" 

12'-RT 

Rl-1 

2 

U-Sect. 

75 

End  "F-5"  Remp 

Beein  "F"  Line 

4  +  70 

■■pit 

6'-LT 

W3-1 

2 

U-Sect. 

75 

5  +  00 

S'_RT 

G-19 

2 

4  WF  13 

No 

Yes 

4" 

Yes 

75 

8  +  50 

,.p„ 

7'-LT 

G-17 

2 

4  WF  13 

No 

Yes 

9" 

Yes 

75 

10  +  90 

10- -RT 

G-20 

2 

4  WF  13 

No 

Yaa 

10" 

Yes 

75 

14  ♦  00 

A'-LT 

G-18 

2 

4  WF  15 

No 

Yes 

10" 

Yes 

75 

End  "F"  Line 

End  Manchester  Interchange 

1016  +  00 

N.B. 

12 '-RT 

M 

2 

6"  X  6"  Wood 

No 

Mounted  behind  jruardrail 

76 

1021  +  00 

H.B. 
S.B, 

12 '-KT 
12 '-LT 

MP 

1 

Mile  Post  279 

76 

1052  +  00 

N.B. 

G-23 

2 

8  WF  17 

No 

Yas 

6" 

Yes 

76 

2) 

63-2 

1052  ♦  00 

S.B. 

16 '-LT 

G~5 

2 

B  WF  17 

Ho 

Yes 

4" 

Yes 

76 

50 

64-6 

1058  +  60 

N.B. 

16'~RT 

G-24 

2 

6"  X  8"  Wood 

No 

Mounted  behind  Kuardratl. 

76 

1069  ♦  05 

S.B. 

14 ' -LT 

W4-1 

2 

6"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

76 

1070  +  97 

N.B, 

14 ■ -RT 

W4-1 

2 

6"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

76 

1073  ♦  64 

S.B, 

12  -RT 
12' ^LT 

HP 

1 

Mile  Post  280 

76 

1081  +  55 

S,B, 

14 ' -LT 

G-24 

2 

8"  X  8-  Wood 

No 

Yes 

50 

 ^ 

64-5 

1093  +  00 

N,B. 

16 '-RT 

G-B 

5 

10  WF  29 

No 

Yes 

7- 

Yes 

76 
76 

1126  +  60 

N.B. 
S,B. 

12' -RT 
12'-LT 

MP 

1 

Mile  Post  281 

77 

50 

63-3 

1132  +  00 

S.B. 

16'-LT 

G-23 

2 

8  UF  17 

No 

Yes 

5" 

Mounted  behind  guardrail 

77 
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STATION 

LANE 
□  R 
f  AMP 

SIGNS  OR  LIGHTS 

lUM 

HAZ- 
ARD 

DWG 

PHOTOGRAPHS 

OlST  FM 
EDGE  OF 
rRVLO  LANE 

TYPE 

SUPPORTS 

FOUNOATtON 

REMARKS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

AND 

NO 

NO 

MATERIAL 

WKWT 

CONC 

PJC 
TION 

1W3  +  00 

N.B. 

16' -RT 

G-7 

3 

10  WF  29 

No 

Yes 

6" 

Mounted  behind  guardcai.1. 

77 

50 

63-4 

1172  +  00 

i.B, 

16 '-LT 

G-14 

2 

4  I  7.7 

No 

Yes 

4" 

Yes 

77 

30 

64-2 

1179  +  40 

N.B. 
S.B. 

12"  -KT 
12'-LT 

MP 

1 

Mile  Post  282 

78 

1182  +  50 

S.B, 

12 '-LT 

R2-2A 

2 

6"  X  6"  Wood 

No 

Yes 

7B 

30 

64-1 

1185  +  00 

S.B, 

12 '-LT 

R2-3A 

2 

6-  X  6"  Wood 

No 

Mounted  behind  guardrail. 

78 

1188  +  90 

S.B, 

B'-RT 

RlO-1 

2 

4"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

78 

ir.io  +  10 

N.B. 

le'-KT 

G-(  ) 

3 

6"  X  6"  Wood 

No 

Choteau,  Missoula.  Next  RLghl,     Mounted  behind  guardrail. 

78 

1195  +  10 

S.B. 

1 2 • -LT 

M 

2 

6"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

78 

1196  +  50 

N.B. 

16 '-RT 

G-9 

2 

8  WF  24 

No 

Yes 

5" 

Mounted  behind  guardrail. 

78 

1198  +  10 

N.B. 

14 '-RT 

M 

2 

U-Sect, 

Mounted  behind  guardrail. 

78 

1199  +  87 

N.B. 

lO'-RT 

U13-5 

2 

4"  X  6"  Wood 

No 

i  

Mounted  behind  Kuardrail, 

78 

1201  +  07 

N.B. 

15 '-RT 

G-5 

2 

6"  X  6"  Wood 

Yes 

78 

51 

65-j 

1202  +  85 

N.B, 

13'-RT 

M 

2 

U-Sect. 

78 

1205  +  10 

N.B. 

13'-RT 

W4-1 

2 

6"  X  6"  Wood 

No 

Yes 

78 

1212  +  15 

S.B. 

13' -LT 

W4-1 

2 

6"  X  6"  Wood 

No 

Yes 

78 

1218  +  15 

S.B. 

12'-LT 

H 

2 

U-Sect, 

78 

1219  +  25 

S.B. 

15 ' -LT 

G-5 

2 

6"  X  6"  Wood 

Yes 

78 

51 

63-11 

1225  +  60 

S.B. 

16' -LT 

G-9 

2 

8  WF  24 

No 

Yas 

1" 

Yes 

78 

31 

63-10 

1224  +  00 

N.B. 

16 '-RT 

M 

1 

6"  X  6"  Wood 

No 

Yes 

76 

Begin  Vaughn  Junction  Interchange 

Begin  "E-2"  Ramp 

1213  +  60 

"E-2- 

9'-LT 

R5-1 
R5-4 

2 

6"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

78 

1214  +  50 

■•£-2" 

S'-KT 

R5-1 

2 

Ij-Sect. 

78 

1215  +  60 

'■E-2" 

8'-RT 

R5-4 

1 

U-Sect, 

Mounted  behind  Euardrail, 

78 

1213  +  95 

"E-2" 

10 '-LT 

W13-5 

2 

6"  X  6"  Wood 

No 

Mounted  behind  guardrail.              End  "E-2"  Ramp 

78 

51 

63-11 
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STATION 

LANE 
Of) 
RAMP 

OrST  FM 
EOQE  OF 
trvld  lane 

SIGNS  OR  LIGHTS 

'MM. 
HAI- 
ARD 

DC  ktf  A  D  1/  C 

Kb  MAn Ko 

DWG 

AU  AT/" 

TYPE 
AND 
NO 

SUPPORTS 

FOUNDATION 

PAGE 
NO 

PAGE 
NO 

PMOTO 
NO 

NO 

MATERIAL 

BRKWT 

CONC 

P-JC 
TION 

RAirin  "E-3"  Rflmo 

120A  +  20 

1  i   —  Kl 

M 

2 

U-Sect, 

78 

1207  +  no 

1 

V  X  6"  Wood 

No 

Yes 

78 

1208  +  00 

10 ' -KT 

R6-5 

2 

U-Sect, 

78 

1210  +  00 

"E-5" 

12' -kT 

R5-1 

m-i* 

1 

6"  X  6"  Wood 

No 

78 

1200  ^  00 

t— ** 

C    —Li  A 

Ul-6 

1 

4"  %  6"  Wood 

No 

Moan  l"fld  hoh  i  nd  CUA  rd  rs  i  1 

78 

imi  A  An 
1^0^  ♦  00 

G-21 

2 

4  I  7,7 

No 

Yes 

6" 

Mniin  tad  beh  i nd  f     r  J     i  1 . 

78 

1^0?    ♦  30 

T  t  »  IT 
J  I  —111 

RA-7 

2 

6"  X  6"  Wood 

No 

Yes 

78 

31 

65-2 

1 ^A£    A    1 A 

1206  ♦  10 

Wl-6 

1 

6"  X  6"  Wood 

No 

78 

51 

65  -2 

End  "E-^"  RaoD 

Beein  "E"  Line 

U     >«  W  JL 

Wl-1 

wn-1 

1 

6"  X  6"  Wood 

No 

MoMn  tAd  hphind  ?via  rd  ra  i  1 

78 

I  i   '  *  ' 

l> 

/  —1,11. 

C-22 

2 

4  WF  13 

No 

Yes 

3" 

Mrt  Tin  t'dH    tiohind    ^ifA  tA  rn  <  1 

78 

52 

flit  13 

1 J  vu 

IT 17*1 

M 

2 

U-Sect, 

nUUll  LvU    UQ  II  I.  Liu                     1-  a  I  1  . 

78 

15  *  50 

iigt. 

1 1 • -RT 

M 

2 

U-Sect, 

78 

17  +  25 

"E" 

6.5'-Er 
6,5' -LT 

OHG-1 

1 

16"  Pipe 

No 

Yes 

2" 

Ovft  rhfifld  a  i  iJi     maitit  nd  bf>h  i  nd  cud  rd  ta  1 1 

78 

52 

18  *  90 

"B" 

7'-RT 

R2-1 

2 

U-Sact, 

Mounted  behind  gudrdraiK 

78 

End  "B'^  LLne 

End  VfiUStin  Tunft  ion  IntorrhAncn 

1231  *  65 

S.B. 

12 '-LT 

G-(  ) 

3 

6"  X  6"  Wood 

No 

Yes 

Choteau,  Missoula ,  Next  Right 

79 

52 

63-9 

1232  ♦  15 

N.B. 
S.B. 

12'-Er 
12' -LT 

MP 

1 

Mile  Post  263 

70 

1234  +  00 

N.B. 

12'-RX 

R2-iA 

2 

6"  X  6"  Wood 

No 

Yes 

79 

1236  +  50 

N.B, 

12 '-RT 

R2-2A 

2 

6"  X  6"  Wood 

No 

Yes 

79 

1246  +  00 

N.B, 

16'-RT 

G-12 

2 

8  WF  17 

No 

Yes 

1" 

Yas 

End  1-15-5(9)275 

79 

52 

63-8 

PAGE  NO   « 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  ^-^^ 


FA  P    NO  '  I-1G-ING-15-8C3>351 


STATION 

LANE 
09 

hAUP  1 

SIGNS  OR  LIGHTS 

lUM. 
ARD 

DWG 

B  u  n  ^  A  / 

PHOTUt 

If  J 

OlST  FM 
EDGE  OF 
RVLO  LANE 

T  Y  Pt 

SUPPORTS 

FOUNDATION 

REMARKS 

PAGE 
NO. 

PAGE 
NO 

PHOTO 
NO 

AND 
NO 

NO.  yATERIAL 

BRK  WV 

CONC 

P-JC 
TION 

Begin  I-IG.ING-15-8(3)J51 

SHELBY  -  WEST  SIDE 

108  +  65 

C-  Tt 

i  -  D_ 

Til        T  T 

16  -Li 

2 

8  WF  17 

No 

Yes 

2" 

Yes 

eo 

33 

66-4 

118  *  50 

50 '-LT 

VI 

M 

2 

6"  X  6"  Wood 

No 

80 

IIB  +  70 

S,B. 
N.  B. 

16 '  ^KT 

2 

6"  X  6"  I 

No 

Yea 

3" 

Yes 

Cut  Bank    Cheste r    Next  Ri Kht , 

80 

53 

65-4 

lilO    *  33 

\j  ^\  / 

2 

8  WF  26 

No 

Yes 

12" 

Yes 

Shelby  w/arrou. 

80 

53 

65-5 

G^3 

2 

4"  X  4"  Wood 

No 

Yes 

Mounted  in  curbed  Rore  island. 

81 

35 

65-6 

W4^1 

2 

6"  X  6"  Wood 

No 

Yes 

81 

159  *  00 

>U  '-111 

n  1 

2 

6"  X  6"  Wood 

No 

81 

I'll  +  00 

S.B. 

1^  -Li 

■J—  J 

2 

4  WF  13 

No 

Yes 

O" 

Yes 

Mounted  in  curbed  gore  islan-1. 

81 

33 

66-2 

145  +  00 

S.B. 

10  -LT 

\J  — *  V 

2 

3  WF  17 

No 

Yes 

5" 

Mounted  behind  ^juardrai]. 

81 

Beein  West  Shelby  Interchanea 

Be«in  "E-2"  RamD   

^  1  ITT 

G-10 

2 

4  WF  li 

No 

Yes 

4" 

Yes 

31 

lt»7   +  10 

M 

M 

2 

4"  X  6"  Wood 

No 

Yea 

81 

147  +  65 

"E-2" 

2'-LT 

RA-7 

1 

4"  X  4"  Wood 

No 

Yes 

MnimfoH   in  f-iirhnd  median. 

81 

l£i7  +  70 

Tip  O*' 

1 

6"  X  6"  Wood 

No 

Yes 

81 

End  "8-2"  ReiOB 

Begin  "E  3"  Ramp 

1  A  1     +    /i  7 

td "  J 

6'  -LT 

W13-5 

2 

6"  X  6"  Wood 

No 

Mounted  behind  guacdcail. 

31 

Bad  "E-3"  Ramp 

Begin  "E-4"  Ramp 

132  +  65 

5'~Rr 

2 

6"  X  6"  Wood 

No 

Yes 

81 

33 

65-6 

End  ■'E-4"  Ramp 

PAGE  NO   *1 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  i-ig-ing 

INTFRRTATF     <;y<;TFM  1-15 

-15-8 

.5)351 

STATION 

LANE 
OR 

DIST  FW 
EOaE  OF 
TRVLO  LANI 

SIGNS  OR  LIGHTS 

REMARKS 

DWG 

PHOTO 

GRAPHS 

TYPE 
AND 

NO. 

SUPPOflTS 

:  FOUNDATION 

1  uy, 

HAZ- 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

NO 

y*TERIAL 

OHK  WV 

CONC 

P-JC 
TION 

ARD 

Begin    E-5  Ramp 

1^5  +  IP 

"E-5" 

20'-(rr 

G-10 

2 

6"  X  6"  Wood 

No 

Yes 

81 

U6  *  00 

■■E-5" 

5'-Kr 

M 

3 

4"  X  6"  Wood 

No 

Yes 

81 

l^i6  *  25 

"E-5" 

2'-LT 

R4-7 

1 

6"  X  6"  Wood 

No 

Yes 

81 

146  ♦  32 

'■E-5" 

S'-KT 

Rl-1 

1 

6"  X  6"  Wood 

No 

Yes 

81 

End  "E-5"  Ramp 

Beem    E'  Line 

iiae  +  50 

"E" 

8 '-ST 

G-16 

2 

8  WF  17 

No 

Yes 

1" 

Yes 

81 

34 

66-5 

1169  *  20 

"E" 

5'-LT 

i«-7 

1 

4"  X  6"  Wood 

No 

Yes 

81 

34 

66  5 

1191  +  40 

"E" 

lO'-RT 

G-12 

2 

4  WF  13 

No 

Yes 

6" 

Yes 

81 

t'O  —  J 

1193  +  60 

"E" 

9'-LT 

W6-2 

1 

6"  X  6"  Wood 

No 

Yes 

ei 

1194  +  10 

"E" 

5  '-RT 

W6-2 

1 

6"  X  6"  Wood 

No 

Yes 

Mounted  in  curbed  median. 

81 

1194  +  80 

E 

o  -  Kl 

M 

2 

4"  K  6"  Wood 

No 

les 

81 

1196  +  10 

5  -RT 

OHG-S 
-2 

1 

16"  Pipe 

No 

Yes 

le  3 

0  ve  rhedd  s ign , 

81 

00-0 

H96  +  10 

7'-LT 

OHG-3. 
-2 

1 

16"  Pipe 

No 

Yes 

Overhead  sign  mounted  behind  guardrail. 

81 

34 

OO-O 

1200  +  00 

2'  -RT* 

R2-1 

1 

4"  X  6"  Wood 

No 

Yes 

•Distance  from  center-line  of  median. 

81 

34 

66-7 

K 

i  ^     -  Kl 

G-11 

2 

4  WF  13 

No 

Yes 

10" 

81 

>^ 

6d-  / 

1203  +  90 

2 '  -ftr* 

B2-1 

1 

4"  X  6"  Wood 

No 

Yes 

•Distance  from  center-line  of  median. 

81 

1206  +  50 

"E" 

S'-RT 

M 

2 

4"  X  6"  Wood 

No 

L  t3  3 

81 

?-* 

ijo  —  r 

"p" 

OHG-1 

1 

16"  Pipe 

No 

Yes 

le  s 

ve  rnedo  s  ign . 

81 

3'. 

6d  -8 

5  '-LT 

OHG-1 

1 

16"  Pipe 

No 

Yes 

81 

DO  -  ^ 

1211  *  70 

"E" 

12 '-LT 

G-17 

2 

8  WF  17 

No 

Yes 

U" 

Yes 

81 

End  "E"  Line 

End  West  Shelby  Interchange 

156  *  85 

N.B. 

13'. KT 

M 

2 

6"  X  6"  Wood 

No 

Mounted  behind  guardrail 

s: 

PAGE  NO 


SIGN  a  LIGHT  INVENTORY 

INTERSTATE    SYSTEM  ^^i5_ 


FA  P  NO.-  i-iG-mG-i5-e(3>35i 


STATIOt* 

LANE 
OR 

fi«MP 

SIGNS  OR  LIGHTS 

lUH. 

u  A  T— 

ARO 

owe 

PHOTOC 

IRAPHS 

01  ST  FM 

EDQE  OF 
rpVLO  LANE 

TYPE     1  SUPPOHTS 

FOUNDATION 

REMARKS 

PAQE 
NO 

PAGE 
NO 

PHOTO 
NO. 

AND 

NO. 

NO 

MATERIAL 

MKWV 

CONC  j 

P-JC 
TION 

Ti?  +  1*; 
'  z  J  J 

<5  R 
^  ■  °-  

1  5  '  _1.T 

G-(  ) 

2 

6"  %  6"  I 

No 

Yes 

0" 

Cut  Bank,  Chester.  Next  Right,     Mounted  behind  guardrail. 

82 

IVO  *  UU 

iO  -111 

G-5 

2 

10  UF  29 

No 

Yes 

3" 

Yes 

82 

34 

66-1 

214  +  'JG 

J  (J    -  Kl 

W4-1 

2 

6"  X  6"  Wood 

No 

83 

225  +  "3 

S,  B. 

1 3 ' -LT 

G-5 

2 

4  WF  13 

No 

Yes 

5" 

Yes 

83 

34 

65-12 

229  +  05 

S.B. 

16 '-LT 

G-20 

2 

e  WF  17 

No 

Yes 

5" 

Yes 

83 

54 

65-11 

230  +  60 

N.B. 

7      ■  TFT 

30  -KT 

M 

2 

6"  X  6"  Wood 

tio 

83 

R2-5A 

2 

6"  X  6"  Wood 

No 

83 

^'t  3    *    J  U 

W,3, 

xrt'  or 

R2-2A 

2 

6"  X  6"  Wood 

No 

83 

T  ^  T   4  rtn 

1    •  RT 

-  ftl 

G-18 

2 

e  UF  17 

No 

Yes 

8" 

Yes 

85 

35 

65-10 

Begin  North  Shelby  Interchange 

220  +  '^S 

C-1 

D  -Li 

G-15 

2 

4  WF  13 

No 

Yes 

14" 

Yes 

83 

^  ^  1     +  U3 

A '  ITT 

R5-1 

2 

6"  X  6"  Wood 

No 

Yes 

83 

W15-1 

2 

6"  X  6"  Wood 

No 

Yes 

83 

End  X-1"  Bamp 

'  

Be^in  "C-2"  Ramp 

y  /  ^  uu 

7'-LT 

Hi -7 

1 

6"  X  6"  Wooj 

No 

Yes 

83 

♦  uu 

W3-1 

1 

6"  X  6"  Wood 

No 

Yes 

85 

t02  +  60 

"C-2" 

7'-Kr 

Rl-1 

1 

6"  X  6"  Wood 

No 

Yes 

83 

End  "C-2"  Ramp 

Beein  "C"  line 

87  +  80 

"C" 

12'-[!T 

G-(  ) 

2 

ii  WF  13 

No 

Yes 

12" 

Yes 

Cansda  w/arrow. 

83 

90  +  50 

"C" 

M 

2 

It"  X  6"  Wood 

No 

Yes 

83 

35 

66-9 

90  +  70 

"C" 

3'  -RT 

M 

2 

it"  X  6"  Wood 

No 

Yea 

85 

55 

66-9 

91  +  55 

1  "C" 

10' -LT 

A  WF  13 

No 

Yes 

6" 

Yes 

83 

35 

66-9 

PAGE  NO   *5 


SIGN  a  LIGHT  INVENTORY                 fa  p  no  i_ig-ing 

,  1-15-8(1 

-15-8C 
1)363 

3)551 

STATION 

LANE 
OR 

OIST  FM 
EDGE  OF 

TDU 1   n    1    A  kJC 

rHvLt*  LANt 

SIGNS  OR  LIGHTS 

IHM. 
HAZ- 
ARD 

REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 

TYPE 
AND 

nv 

SUPPORTS 

FOUNDATION 

NO 

 1 

MATERIAL 



BRKWT 

CONC 

P'JC 
Tl  ON 

NO 

<)<)  +  65 

"C" 

6'~VT 

1 

6"  X  6"  Wood 

No 

Yes  , 

 ~  ■ 

63 





102  *  75 

"C" 

IS'-KT 

fA-7 

1 

6''  X  6"  Wood 

No 

Yes 

 — —  

83 

End  "C"  Line 

End  North  Shelby  interchaii^e 

End  I.IG-ING-15-B( 3)351 

Becin  1  15-8(11)383 

SWEETGRASS  INTERCHANGE 

leOO  ♦  00 

N.B, 

30'-Er 

HlO-1 

2 

i."  X  6"  Wood 

No 

84 

1810  +  00 

S,B. 

17 '-LT 

G-5 

2 

e  WF  17 

No 

Yes 

3" 

Yes 

84 

35 

67-1 

1815  +  10 

S.B. 

1 3 ■ -LT 

nX'-L  i 

2 

i."  X  6"  Wood 

No 

Yes 

84 

1820  +  00 

S^B. 

16 '-LT 

2 

y  WF  17 

No 

Yes 

5" 

Yes 

84 

35 

66-12 

ie2<i  *  85 

S.B. 

15 '-LT 

M 

2 

A"  X  6"  Wood 

No 

Yes 

84 

1B50  +  50 

N.B. 

IB'-KT 

2 

8  WF  17 

No 

Yes 

V 

Yes 

84 

35 

66-10 

1836  *  20 

N.B. 

15'-RT 

G-5 

2 

4"  X  6"  Wood 

Yes 

84 

1859  *  00 

W.B. 

30'-Rr 

i.t/.  1 

2 

it"  X  6"  Wood 

No 

84 

18^.0  +  00 

S.B. 

1 5 ■ -LT 

v**  —  1 

2 

'."  X  6"  Wo3d 

No 

Yes 

84 

1W2  *  50 

S.B. 

13* -LT 

2 

4"  X  6"  Wood 

Yes 

84 

18'i9  +  90 

S.B. 

30  -LT 

2 

A  WF  13 

Yes 

Yes 

0" 

84 

1857  +  90 

N.B. 

ll'-RT 

Light 

1 

Steel 

No 

Yes 

6" 

84 

1858  *  10 

S.B. 

10  -LI 

G-(  ) 

6"  Post 

No 

XBS 

i Cue <s  use  Kignc  Lane , 

84 

S  B 

1 5  '  -LT 

Light 

Steel 

No 

Yes 

6" 

84 

1859  *  UO 

N.B. 

ll'-RT 

Light 

5tael 

No 

Yes 

6" 

1859  +  95 

S.B. 

16*-LT 

W3-1 

4"  X  6"  Wood 

No 

Yes 

84 

1860  *  J  5 

S.B. 

15 --LT 

Light 

Ste.)l 

No 

Yes 

6" 

8-1 

PAGE  NO   ^ 


SIGN  a  LIGHT  INVENTORY  fap  no:  , 

INTERSTATE  SYSTEM 


LANE 
9R 

SIGNS  OR  LIGHTS 

lUM. 

HAZ- 

DWG 

PHOTOGRAPHS 

STATION 

01  ST  FU 

EDGE  OF 

TYPE 

SUPPORTS 

FOUNDATION 

REMARKS 

PAGE 

PAGE 

PHOTO 

TRVLD  LANE 

AND 
NO 

NO 

MATERIAL 

BRKWY 

CONC 

TION 

ARD 

NO 

NO 

NO 

1861  +  00 

N.B, 

11 '.RT 

Light 

1 

Stool 

No 

YOS 

6" 

84 

1861  +  65 

S.B. 

15 '-IT 

Light 

1 

Steel 

No 

Yes 

6" 

84 

Bet^in  Sweetgrass  Interchfinge 

Begin  "0-1"  Ramp 

16A2  +  25 

"0-1" 

8'-RT 

R4-7 

1 

4"  X  6"  Wood 

No 

Yes 

84 

18^6  +  70 

"0-1" 

22' -LT 

M 

1 

6"  X  6"  Wood 

Yes 

84 

1847  +  50 

"0-1" 

24 '  -LT 

M 

1 

4"  X  6"  Wood 

Yes 

84 

1847  +  65 

"0-1" 

25  '  -LT 

M 

1 

6"  X  8"  Wood 

No 

Yes 

84 

1848  +  65 

"0-1" 

25'-RT 

M 

1 

4"  X  6"  Wood 

No 

Yes 

84 

18A8  +  75 

"0-1" 

8'-LT 

G-(  ) 

2 

6"  X  6"  Wood 

No 

Yes 

Shelby  w/arrou. 

84 

18A8  +  80 

"0-1" 

25'-sa- 

G-(  ) 

2 

4"  X  A"  Wood 

No 

Yes 

Canada  u/artou. 

84 

End  "0-1"  Ramp 

Begin  "0-2"  Ramp 

1859  +  30 

"0-2" 

R5-1 

1 

4"  X  4"  Wood 

No 

Yes 

84 

1843  +  80 

"0-2" 

27 ' -LT 

U13-5 

2 

4"  X  6"  Wood 

No 

Yes 

84 

End  "0-2"  Ramp 

Bagin  "0-3"  Rfltup 

1839  +  65 

"0-3" 

9'-RT 

U13-5 

1 

4"  X  4"  Wood 

No 

Yes 

34 

1840  +  65 

"0-3" 

20' -LT 

W5-1 

1 

4"  X  6"  Wood 

No 

Yes 

84 

1B43  +  55 

"0-3" 

9'-KT 

R5-1 

1 

4"  X  4"  Woo'1 

No 

Mounted  behind  guardrail. 

84 

1846  +  65 

"0-3" 

10 '-RT 
lO'-LT 

Rl-1 

1 

4"  X  6"  Wood 

No 

Mounted  behind  guardrail. 

64 

End  "0-3"  Ramp 

Begin  "0-4"  Ramp 

1659  +  15 

"0-4" 

B'-LT 

R4-7 

1 

4"  X  4"  Wood 

No 

Yes 

84 

End  "0-4"  Ramp 

PAGE  NO   67 


SIGN  SLIGHT  INVENTORY  fa  p  no  i-i3.8cu)385 

INTERSTATE    SYSTEM  '-1^ 


STATION 

LANE 
Oft 
RAMP 

OlST  FU 
EDGE  OF 
THVLO  LANE 

SIGNS  OR  LIGHTS 

REMARKS 

DWG 

PMOTC 

)GHAPHS 

TYPE 
AND 
NO. 

SUPPORTS 

FOU^0ATI0N 

iMy 

HAZ- 
ARD 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

NO 

MATERIAL 

iRK  WY 

CONC 

P-JC 
TION 

Bei;in  "0"  Line 

0  +  55 

"O" 

10 '-LT 

Rl-1 

I 

it"  X  6"  Wood 

No 



Yes 

84 

0  *  55 

"O" 

14 ■ -LT 

1-5 

1 

4"  X  6"  Wood 

No 

Yes 

84 

2+50 

"0" 

6'-LT 

M 

2 

4"  r  6"  Wood 

No 

No 

Mounted  behind  guardrail. 

84 

fl  +  00 

"0" 

6'-RT 

G-(  ) 

2 

U"  X  6"  Wood 

Ho 

Yes 

Canada  w/arro-i. 

84 

9+45 

"0" 

e'-CT 

M 

1 

4"  X  6"  Wood 

No 

Yes 

84 

10  +  00 

"0" 

6'-LT 

1 

4"  X  6"  Wood 

Yes 

No 

84 

11  +  35 

■■0" 

6--LT 

M 

5 

it"  X  6"  Wood 

No 

Yes 

84 

End  "0"  Line 

End  Sweetgrass  Interchange 

End  1-15-8(11)383 

PAGE  NO   £i 


MISC.  ROADSIDE  HAZARD  INVENTORY  fa  r  nq  :  ,_^,c.i5-2C8) 

INTERSTATE     SYSTEM       t-i^  1-15-2(22)125 


STATION 

LANE 
OR 

RAMP 

01  ST  FM 
EDGE  OF 
TRVLD  LANE 

IMM 
HAZ- 
ARD 

nFQrOIDTIDM    AKin  DCMADVC 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Una  in    T    TKC    l^i  S^SIIIH 
DC  g  Ln    1  —  u*o  — 4-^  — *V  O  /  ilU 

nn  T/IN  HIITTP 

16  +  77 

N ,  B. 

24 ' -RT 

Yes 

F 1  fl  rftd  flnri  Anrhn TAfl    ufl  rdra  1 1  end  f roni  S  B    1  ane 

+    R  A 

c;  R 

li  U  9 

Flflmrt  and  anrhored  suardrail  end  from  N  B  lane 

1 

+   y  i 

y  -LI 

\ 

HA     4.    n  T 

Dm    +  y  i 

H .  IS. 

j:3  -Li 

1  QS 

\ 

60  +  00 

N.8. 

2  B ' -LT 

Yes 

2h-lx\  pLt  ULin  sqviare  ©no,  ^rnoto  jv-^  typicai.j 

I 
1 

03    *  JO 

N.B. 

O  ,  D  , 

1  /    — ni 

Vac 

V 1  r« tnr  T  nt'fl  rf^hnnffA  AVAfn ^  rol  umnn       Note  24  —  in  ElCP       uare  end  fit   ri ifht 

1 

1 

£  I     — K  1 

16  9 

1 

Da  dj»r^      I'll*'      1  inA 

D^^Ln    H  Line 

44  +  14 

"H" 

RT 

Yes 

Bridge  ends  uitnout  guaroraii. 

1 

L 

46  +  23 

"H" 

LT 

Yes 

bridf^o  enas  ui tnout  £ufi  rcra  l  i . 

1 

D&gin     n-*i     Kamp   _ 

73  +  90 

"H-A" 

26 ' -RT 

Yes 

30-in  BCP  with  stone  headwall. 

1 

End  "H_4"  RflmD 

bnc  V  Lctor  intercnan^e  

95  +  15 

N  B. 

24 ' -LT 

Yes 

48-in  RCP  F.E.T.S,  with  inlet  ditch. 

2 

1 

59-6 

105  +  6fi 

N.  B. 

22 ' -LT 

Yes 

50-in  FCP  F.E.T.S.  with  inlat  oxcavatlon  hole. 

2 

1 

39-5 

lift  +  no 

N.  B, 

19 '-LT 

Yes 

50-in  tCP  F.E.T.S, 

2 

End  I-mG-15-2(a)118 

PAGE  NO  I 


MISC.  ROADSIDE  HAZARD  INVENTORY             f.a.r  no. 

INTFR^TiTF      <^Y^TFM  1-15 

1-15 
l-IG- 

-2(22)123 
15-2(16)126 

STATION 

LANE 
OR 
RAMP 

OlST  FM 
EDGE  OF 
TRVLD  LANE 

IMM 
HAZ- 
ARD 

DESCRIPTION  AND  REMARKS 

OWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Begin  I  15-2(22)125 

 BUTTE  -  WEST  ■  

 Begin  Nissler  Junction  Intarchetige   

 Begin  "B-1"  Line  



la  *  75 

"B-1" 

10' -LT 

Yes 

Fill  slope:    3;1,  2-£t  high,  then  2:1,  10-£t  high.    48-in  RCP  w/P,E.T,S,  at  toe. 

3 

End  "B-l"  Line 

End  Nissler  Junction  Interchsnge 

289  ♦  00 

W.B, 
E.B, 

lO'-RT 
10 '-LT 

Lane  X-Over  romp  with  15-in  RCP,  square  ends  in  median  flow  line. 

4 

Begin  Rocker  Interchange 

Begin  "E"  Line 

3  +  75 

"E" 

lo'-t¥ 

12'-BT 

Yes 

Overpass  colutans.  .  i 

L 

4  +  72 

"E" 

10- -LT 
12'-BT 

Yes 

Overpass  columns. 

L 

 End  Rocker  Interchange  

566  +  00 

W.B. 

10 ' -LT 

Yes 

Fill  slope:    3:1.  2-tt  nigh,  then  1:1,  17-ft  high. 

5 

JO 

End  1-15-2(22)123 

DOgLTV     X-lU-l3-i  I  ID  J  I/O 

in'  DT 

Van 

6 

2 

37-7 

405  +  15 

10  -Kl 

Vac* 

xes 

ureaK  in  gusroraii. 

6 

*IU5  + 

11)  -111 

xes 

DreaK  m  guara  re 1 1 . 

6 

Begin  West  Butte  Interchange 

Begin  "A-l"  Line 

412+95 

•■A-l" 

25'-RT 

Yes 

Ditch  bank. 

6 

5 

56-9 

414  +  65 

"A-1" 

10 --IT 

Yes 

Concrete  curb. 

6 

PAGE  NO.  -i 


MISC.  ROADSIDE  HAZARD  INVENTORY 

INTERSTATE     SYSTEM  I-15 


F.A.RNO.:  I-1G-15-2(16)126 


STATION 

LANE 
OR 
RAMP 

DIST  FM 
EDGE  OF 
TRVLDLANE 

IMM 
HAZ- 
ARD 

DESCRIPTION   ANn  RFMARK<5 

DWG 

PHOTOGRAPHS 

i> I- *j w 1  r  1  ivii  nci»iHnr\o 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

^15  +  20 

"A-1" 

1 0  ■  -LT 

Yes 

Concrete  curb. 

5 

^17  +  50 

19  '  -T.T 

Yes 

24-in  RCP  F.E.T.S, 

5 

3 

36-8 

■*  h6  J              *4  J 

5,5  '-Eer 

1     '    T  T 
lU    -Jj  1 

h 

3 

36-6 

"A  T* 
ft™  1 

91  •  IT 

24    in  RCP  PETS 

A 
(J 

"A     1 "    1  i  nt* 
t^nu     ft  — 1  Lf<L.uc 

Daiilll      ft— ^  ijl^ltc 

T  f     1  '1* 
Z  -'Ui 

Vac 

X6S 

LiOlLl-LQi'Q     L;UlU     111     YiS*^"  * 

D 

3 

37-9 

417  +  00 

"A-2" 

14 • -LT 

Yes 

24-in  ri::p  f  e  t  s 

6 

3 

36-11 

F.nH  "A-2"  Line 

Lea 

5 

3 

37-10 

End  o£  "A-3"  Line 

A— H 

4"  to 
2'-RT 

xes 

^  AHA  T'A   ^  #%           A  I  *   1*1^           fV  T\  y4 

6 

■  1*  A" 
A  — H 

VflO 

iTiIirPFET9 

3 

37-6 

b  nci     Pk-H      Li  Ln  © 



End  Wfl  ^  t   But  to  T  nte  rrhanffft 

I J  J  ^  ^ 

Vd<! 

1  o  :> 

434  +  07 

N.B, 

10' -LT 

Yes 

Break  In  guardrail. 

6 

440  +  95 

S,B. 

1 0 ' -RT 

Yes 

Break  in  guardrail. 

6 

+  17 

N.B. 

lO'-LT 

Yes 

Break  in  guardrail. 

6 

438  +  53 

N.B, 

lO'-RT 

Yes 

Break  in  guardrail. 

6 

4 

36-11 

445  +  28 

S,B. 

lO'-RT 

Yes 

Break  in  guardrail. 

7 

445  +  98 

S.B. 

10 '-LT 

Yes 

Brei^k  in  guardrail. 

7 

442  +  30 

N.B. 

lO'-RT 

Yes 

Break  in  guardrail. 

7 

4 

36-12 

PAGE  NO.  _1 


MISC.  ROADSIDE  HAZARD  INVENTORY             fa  r  no.: 

INTFRSTATF     <;y.c;TFM  1-1:" 

I-IG- 
1-15- 

15-2(16)126 
2( 14)127 

STATION 

LANE 
OR 

RAMP 

DtST  FM 
EDGE  OF 
TRVLO  LANE 

IMM 

MAZ- 
AAO 

OWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

442  +  78 

N,  B. 

10  -LT 

les 

DL^aK     III    ^UObulCilJi   _  — 

7 

+  33 

n.D, 

lU  -LI 

ma 

7 

iiU8  *  77 

N,  D. 

JU    -It  I 

too 

Rr^Qlc    in  fllBF^ITALl 

7 

«>  1    *    /  O 

1  fl*  RT 

lU     — IVl 

ny^alf     1 1»    nil  A  r*1rai  1 

7 

tec    ^    rt  D 

oc;  ■  HT 

—IS  1 

Vac 

7 

U 

57-2 

457  +  21 

o  .1) . 

Vac 

b  f  A  A  t     1 1~l     0  f  ]  A  T**^  f  £k  k  1 

7 

4 

36-5 

457  +  76 

C  D 

11}   — Kl 

V&e 
Ida 

n             i  h   di  i a  ri^  fn  i  1 

7 

36-5 

Vac 
Its  b 

D  FA  a  V    1  r>   0 1 1 A      r    i  1 

7 

4 

36-5 

4  70  *  00 

U  D 

IB  -Kl 

Vab 

7 

37-3 

C  Q 

1  *1  '  IT 

Va  e 

n  T'A  aIt     in    c*irA       t*a  i  1 

DlcaiE     111     ^UB  LU  1  d  1- 1  .  .  ^  

7 

ri ,  D. 

1  A  '  DT 
i  U    —  Itl 

Va  c 

Rta  at     irt    diA            i  1 

7 

A  Q  ^    *  1 

Pi  .  D  . 

1  A*    7  T 
lu    — L 

Vac 

m fik    f  n       M  A       ta  i  1 

7 

4 

37-4 

A  rt  Q     1^     jC  T 

1  ft' 

Ft  r*A  fit    in       1 A  rd  r*4  i  1 

8 

*•  ?  ?     ^  As 

S  .B, 

10' -LT 

Yes 

Brefik  in  cuarUrdil. 

8 

10' -RT 

Yes 

Bmale   in  ^ua  rd rd £1 

8 

517  +  y« 

1  rt  '  IT 

V&f 
IBS 

orQBK  Ln  K^arora  l i . 

B 

517  *  95 

N.B. 

10'-- BT 

Yes 

Break  in  guerdrftil. 

8 

518  *  45 

N.B. 

10' -LT 

Yes 

Break  in  guardrail. 

8 

End  1-10-15-2(16)126 

Begin  I-I5-2(1'0127 

 °  —  -  -    

521  +  20 

S.B, 

6'-LT 

Yes 

Break  in  guardrail. 

8 

5 

35-3 

521  +  69 

fJ.B. 

10' -RT 

Yes 

2-£t  break  in  guardrail. 

8 

521  +  71 

S.B. 

4'-LT 

Yes 

Break  in  guardrail. 

5 

55-3 

PAGE  NO.  _i 


MISC.  ROADSIDE  HAZARD  INVENTORY 

INTERSTATE  SYSTEM 


LANE 

OlST  FM 

IMM 

DWG 

PHOTOGRAPHS 

STATION 

OR 
RAMP 

EDGE  OF 
TRVLO  LANE 

HAZ- 
AHD 

DESCRIPTION  AND  REMARKS 

PAGE 

PAGE 
NO 

PHOTO 
NO 

528  +  43 

S.B. 

10 '-LT 

Yes 

Concrete  curb,  in  gone. 

8 

528  +  10 

S ,  B, 

15 ' -LT 

Yas 

2  sets  of  4  each,  3/4-in  bolts  project  &-in  from  abandoned  concrete  sign  bases. 

8 

528  +  50 

N.B, 

10 '"RT 

Yes 

Concrete  curb,  Ln  ^ore. 

6 

534  +  74 

S.B. 

Med, 

Yes 

Median  drain  drop  inlet. 

8 

534  +  74 

M.B. 

27'-RT 

No 

24-in  BCP  end. 

8 

525  +  85 

■•G-2" 

6 '-IT" 
7'-BT 

Yea 

3.5-in  pipe  fence  posts  on  "G-3"  ramp,  Montana  Street  Interchange. 

8 

545  +  78 

S.B. 

10' -LT 
16'-RT 

Yes 

Lexington  Street  overpass  columns. 

9 

5 

35-1 

545  +  78 

N.B. 

10' -«T 
16 • -LT 

Yes 

Lexington  Street  overpass  colinns. 

9 

547  +  75 

N.B. 
S.B. 

20'-BT 
20' -LT 

Yes 

SPPAC  drain. 

y 

5 

55-1 

5«2  +  33 

N.B. 
S.B. 

21 ' -RT 
18'-LT 

Yas 

SPPAC  drain. 

9 

5 

S4-12 

569  +  94 

N.B. 

10' -RT 
16'-LT 

Yes 

Oregon  Avenue  overpass  columns. 

9 

5 

54-11 

564  +  94 

S.B. 

10 '-LT 
16'-RT 

Yes 

Oregon  Avenue  overpass  columns,   

9 

5 

34-11 

587  *  00 

N.B. 

Mad. 

Yes 

24-in  RCP  F.B.T.S. 

9 

6 

35-6 

593  +  00 

N.B. 

26'-RT 

Yes 

24-ln  RCP  F.E.T.S, 

y 

598  +  50 

N.B, 

10 '-ET 

Yes 

Concrete  curb  in  gore. 

10 

598  +  70 

S.B. 

10 '-.RT 

Yes 

Concrete  curb  in  gore. 

10 

603  +  58 

N.B. 

10' -RT 

Yes 

Break  in  guardrail. 

10 

606  +  90 

S.B. 

10' -RT 

Yes 

2-Et  break  in  Euardrail, 

10 

609  +  06 

S.B. 

lO'-LT 

Yes 

Concrete  curb  in  gore. 

IV 

610  +  87 

N.B. 

lO'-RT 

Yes 

Concrete  curb  in  gore. 

10 

V  w 

6 

55-8 

612  +  04 

S.B, 

12' -LT 

Yes 

4  eac ti  J /4— In  do  its  p ro  lecting  o-in  t rom  an  a oanuonsu  cone  re ce  s Lgn  ua se . 

10 

613  +  70 

S.B, 
•■E-2" 

lO'-LT 

Yes 

Concrete  curb  In  gore. 

1  A 
10 

615  +  60 

N.B, 

lO'-RT 

Yes 

Concrete  curb  in  gore. 

10 

623  +  00 

S.B. 

24 ' -LT 

Yes 

24-in  BCP  F.E.T,S. 

10 

7 

54-6 

PA 

5 

MISC.  ROADSIDE  HAZARD  INVENTORY  fa  p  no.:  i_i5_2Cioi27 

INTERSTATE     SYSTEM  J-i'' 


STATION 

LANE 

OH 

RAMP 

OlST  FM 

tUQc  Or 
TRVLD  LANE 

IMM. 

U  A  T 

AflO 

DPSCRIPTirJN   AKin  RFMARKCi 

l-'t->Jwr\lr  1             MI'iU  nciviMni\o 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
1  wn 

Begin  Harrison  Interchange 

Begin  "E-1"  Raop 

609  25 

"B-l" 

2'-Kr 

Yes 

Concrete  curb  in  sore. 

10 

608  +  70 

"E-1' 

2'-Ftr 

Yes 

Concrete  curb  in  gore. 

10 

End  *"E-1"  Ramp 

Begin  "E-3"  Ramp 
 B  r_ 

615  *  24 

■■E-5' 

2'-LT 

Yes 

Concrete  curb  in  gore. 

10 

End  "B-3"  Ramp 

Begin  "E-5"  Ramp 

596  -t  55 

597  +  00 

"E-5" 

2'-RT 

Yes 

3reak  in  guardrail 

iU 

6 

35-7 

End  "E-5"  Ramo 

Begin  "E-6"  Rarap 

598  ♦  86 

■'E-6" 

2'-BT 

Yes 

Concrete  curb  in  gore. 

■  —  -  ■  .  —  Q  

End  "B-6"  Ramp 

 , —   ,  ^  

Beg i.ri  "B"  Line 

W  *  96 

"E" 

7'-LT 
16'-RT 

Yes 

1-90  overoass  columns 

in 

Bnd  "E"  Line 

End  Harrison  Avenue  Interctianse 

6J1  ♦  75 

S.B. 

28 '-LT 

Yes 

Headwall. 

1 1 

1  V 

7 

3;i-5 

638  +  57 
642  *  U2 

N.B, 

20' -KT 

Yes 

Ditch  erosion. 

11 

7 

35-13 

646  +  67 

N.B. 
S.B. 

4'-LT 
i'-RT 

No 

Lane  X-Over  ramp. 

1  1 

652  ♦  36 

N.B. 

ir-RT 

Yes 

Sheridan  Street  overpass  colunns. 

11 

1 

7 

652  +  36 

S.B, 

1  r  -LT 

16'-Rr 

Yes 

Sheridan  Street  overpass  columns. 

11 

7 

655  +  21 

S.B. 

2A ■ -LT 

Yes 

24-in  aCP  for  drainage  through  bridge  embankment. 

11 

End  l-15-2(li.)127 

PAGE  NO. 


MISC.  ROADSIDE  HAZARD  INVENTORY             fa  p  no  :  i.u5-2(5)i26 

INTERSTATE     SYSTFM      1-15                                                                     l-IG-15-2(  17)130 

STATION 

LANE 
OR 
RAMP 

DIST  FM 
EDGE  OF 
THVLD  LANE 

IMM 
HAZ- 

DESCRIPTION  AND  REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO- 

PHOTO 
NO 

Begin  1-115-2(5)126 

WEST  BUTTE  SPUR 

'.41  +  78 

W.B. 

"10 '-LT 

Yes 

Pill  slope:     3:1,  2-£t  high,  lj:l,  27-Et  high. 

12 

7 

ie-2 

^62  +  15 

E.3. 

4'_LT 

Ye  8 

Concrete  curb  end. 

13 

8 

37-11 

483  +  98 

W.B, 

2'-LT 

Yes 

No  bridgerailj  and  substandard  guardrail. 

13 

8 

48-1 

Begin  Excelsior  Avenue  Interchange 

10  +  50 

■■E" 

lO'-BT 

Yes 

Driveway:     1:1  side  slopes,  3-ft  high. 

13 

End  1-115-2(5)126 

Begin  1-10-15-2(17)130 



33-7 
55-7 

^-   

EAST  BUTTE  INIEHCHAHGB 

3  +  30 

N.B, 

4.5'  LT 
28" -RT 

Yes 

"S"  Line  overpass  columns. 

14 

8 

^  *  30 

S.B. 

6,5-  -LT 
2e'-RT 

Yes 

"S"  Line  overpass  columns. 

14 

e 

ii  +  90 

N.8. 
S.B. 

4'-LT 
4'-BT 

Yes 

Ditch  block  for  a  24-in  BCP,    Culvert  silted  full,  no  need  for  ditch  block. 

14 

ao  +  55 

N.B. 

10 '-Kr 

Yes 

Break  in  guardrail. 

14 

20  +  60 

S.B. 

lO'-LT 

Yes 

Break  in  guardrail. 

14 

21  +  10 

N.B, 

6'-LT 

Ye  3 

Break  in  guardrail. 

14 

24  +  15 

S.B, 

fi'-RT 

Yes 

Break  in  guardrail. 

14 

8 

55-12 

24  +  68 

S.B. 

10* -LT 

Yes 

Break  in  guardrail. 

14 

8 

55-12 

Begin  "B-1"  Line 

24  +  08 

"B-1" 

i5'-Rr 

Yes 

1-15  overpass  columns. 

14 

9 

33-8 

25  +  47 

"B-1" 

14'-Rr 

Yes 

36-in  BCP  F.E.T.S. 

14 

9 

55-9 

End  "B-1"  Line 

Begin  "B-4"  Line 

15  +  65 

"B-4" 

14 ■ -RT 

Yes 

72-in  RCP  F.E.T.S.  and  rip-rap  slope  protection. 

It. 

9 

33-2 

PAGE  NO.  _7 


MISC.  ROADSIDE  HAZARD  INVENTORY             fa p  no.:  i_ig-:5-2(17)i3o 

INTERSTATE  .SYSTFM 

STATION 

LANE 
OR 

RAMP 

DI5T  FM 

EDGE  Of 
TfiVLO  LANE 

IMM 

HAZ- 
■  ARD 

DESCRIPTION  AND  REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 

PHOTO 

25  +  92 

"B-W 

16 ' -RT 

Yes 

36-in  BCP  F.B.T.S. 

End  Line 

End  East  Butte  Interchange 

End  I -IG-15-2C 17 )130 

PAGE  NO 


MISC.  ROADSIDE  HAZARD  INVENTORY            far  no.:  x-i3-3(i5)m 

INTERSTATE    SYSTEM     I-15  i-iG-i5-5(a)i77 

STATION 

LANE 
OR 

DIST  FM 
EDGE  OF 

IMM. 
HAZ- 
ARD 

DESCRIPTION  AND  REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 

NO 

PAGE 
NO 

PHOTO 
NO 

BeRin  1-15-3(15)175 

CLANCY  NORTH  AND  SOUTH 

505  +  20 

S.B. 

10 '-LT 

Yes 

6-in  vertical  pavement  edge. 

16 

401  ♦  40 

N.B. 

lO'-RT 

Yes 

9-in  vertical  pavement  edge,  (Typical) 

17 

10 

49-10 

10+55 

"G" 

1 0 ' -LT 
lO'-fTT 

Yes 

1-90  overpass  columns,  Clancy  Interchange, 

16 

End  1-15-3(15)175 

Beeiii  I-IG-15-3(8>177 

MONTANA  CITY  NORTH  AND  SOUTH 

621  +  30 

N.B. 

10 '-RT 

Yes 

9-Ln  vertical  pavement  edee.     (Photo  49-10  typical) 

21 

10 

49-10 

643  +  67 

S.B.& 
N.B. 

Mad, 

Yes 

Lane  X-over  raiiip  with  8:1  side  slopes  2-ft  hiBh, 

21 

690  +  20 

S.B. 
N.B. 

Med. 

Yes 

Lane  X-over  rsmp  with  8:1  side  slopes  2-ft  high. 

25 

784  +  50 

S.B, 
N.B. 

Med. 

Yes 

Lane  X-over  ramp,  N.B.  side  has  a  5;1  side  slope  2-tt  hifih.    S.B.  aide  has  5^:1  side  slooa  2-ft  high 

24 

End  1-10-15-3(8)177 

— ■  ■ 

PAGE  NO.  _! 


MISC.  ROADSIDE  HAZARD  INVENTORY             fa.r  no.^  i-ig-ing-is-.co 

INTERSTATF     SYRTFM  1-15 

STATION 

LANE 

on 

RAMP 

OlST  FM 
EDGE  OF 
THVLO  LANt 

IMM 
HAZ- 
■  AfiO 

DtSCRIPTION  AND  REMARKS 

DWG 

PHOTOGflAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

tie  gin  i"iij-Lr*4j-i:>-^^^ )  io£ 



LEWIS  &  CWRK  GO.  LINE  -  NORTH 

Med 

VLV^      LtlJOL     SI  lU      t  V 1 113     'V  ""U  1r  D  L       L  nlU^              1.  ^      II  £■  K«l     wlLll                          QLGV  Slv^eSi 

25 

1 1 

S.B. 

1 3 • -LT 

Yes 

N  R 

/'I  -LI 

Ifi  S 

bridge  CO  lumns  ^  co ion la 1  L luD  inte  rcndnge , 

26 

12 

50-11 

N.B. 
S.B. 

Yes 

DTOfi    j  nl «  f        (  Tvn  i  f  a1    f  rt  r  n  ro  inf*  f  ^ 

^o 

12 

DV-H 

DBgiti  v.oio.niai  uiuD  intercfiange 

Begin    C-1  Line 

I*— i 

nuci. 

Xe9 

Open  median  between  structures. 

78  +  95 

C-1 

2/  -LT 

res 

Driveway;     5-£t  high  with  2:1  side  slopes. 

End  "C-1  Line 

Begin  '  C-2  Line 

£iia 

■CD 

13 

51-3 

Da  d  1  fk     "f^         '  Damn 

■  If-  III 

/-  •  TJT 

le  s 

rill  siopij:    5  :l  Slope  2-Et  nif^h^  then  2:1  slope  lj-£t  high 

26 

13 

51-8 

RA^'in    "f^    A*'  Damn 

159  *  00 

'■C-4" 

?A'-Rr 

Yes 

24-in  BCP  P.E.T.S.  and  ditch. 

12 

51 --7 

End  "C-A"  Ramp 

End  Colonial  Club  Interchange 

158  +  80 

N.B. 

10' -RT 

Yes 

Break  in  guardrail. 

27 

13 

50-; 

158  +  60 

S.B. 

10" -LT 

Yes 

Break  in  guardrail. 

27 

15 

50-3 

159  +45 

N.B. 
S.B, 

Med. 

Yes 

Drop  inlet. 

27 

13 

50^5 

End  l-lG-lNG-15-'t(t,)ie2  U2 

PAGE  NO, 


MISC.  ROADSIDE  HAZARD  INVENTORY             far  no.- 

INTERSTATE     SYSTEM                                                                        l-lG-lNG-l5-4(4)ia2  m 

1-15-4(2)185 

STATION 

LANE 
OR 
RAMP 

OlST  FM 
EDGE  OF 
TRVLD  LANE 

IMM 
HAZ- 
ARD 

DESCRIPTION  AND  REMARKS 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Begin  1-1G-ING-15-4(4)182  U4  and  1-15-4(2)185 

HELEIt\  -  NORTH  (RAILROAD  OVERPASS  TO  YORK  ROAD) 

16B  +  95 

N.B. 

10 ' -RT 

Yes 

Break  in  guardrail. 

2B 

169  +  53 

S.B. 

10' -LT 

Yes 

Break  in  Kuardrall. 

28 

191  +  60 

S.B. 

21'-LT 

Yes 

24-in  RCP  F.E.T.S.    from  ramp. 

28 

196  +  90 

S.B. 

21 ' -LT 

Yes 

Rip-rapped  stilling  basin  A-£t  deep. 

28 

196  +  91 

S.B. 

ll'-LT 
21'-RT 

Yes 

Ovecpass  columns.  Cedar  Street  Interchange. 

28 

196  +  91 

N.B. 

7'-RT 
13'-LT 

Yes 

Overpass  columns.  Cedar  Street  InterchanKe, 

28 

15 

51-10 

205  +  00 

N.B. 
S.B. 

Med. 

Yes 

Median  drop  inlet  and  lane  X-over  ramp,  rip-rap  culvert  inlet,  ditch  block,  and  24-.in  RCP  F  E  T  S 

2B 

205  +  00 

S.B. 

25 '-LT 

Yes 

Ditch  block  rip-rapped  culvert  inlet  and  24-in  RCP  F.E.T.S.  with  erate. 

2B 

14 

52-5 

Begin  Cedar  Street  Interchange 

Begin  "D"  Line 

41  +  50 

"D" 

lO'-LT 

Yes 

Break  in  guardrail. 

28 

End  "D"  Line 

End  Cedar  Street  Interchange 

218  +  00 

N.B. 

2e'-RT 

Yes 

Hand  laid  masonry  wall. 

29 

U 

51-11 

218  +  00 

N.B. 
S.B, 

Med, 

Yes 

Lane  X-over  ramp  and  drop  inlet,     (Typical  for  proiect.) 

29 

14 

52-5 

252  +  70 

N.B, 
S.B. 

Mad. 

Yes 

Lane  X-over  ramp  and  drop  inlet. 

29 

300  +  00 

N.B. 

12'-RT 
21 ' -LT 

Yes 

Columns  on  York  Road  overpass. 

29 

14 

52-1 

300  +  00 

s.s. 

12'-LT 
21 ' -RT 

Yes 

Columns  on  York  Road  overpass. 

29 

14 

52-1 

End  I-1G-IMG-15-4C4)182  U4  and  1-15-4(5)185 

PAGE  NO.  —LL 


MISC.  ROADSIDE  HAZARD  INVENTORY  fapno.^i.is 

INTERSTATE     SYSTEM  1-15 

-4(6)186 
-4(9)194 

STATION 

LANE 
OR 
RAMP 

OlST  FM 
EDGE  OF 
TfiVLO  LANE 

{  IMM 
HAZ- 
ARD 

DESCRIPTION  AND  REMARKS 

OWG 

PHOTOCHAPHS 

PAGE 

PAGE 
NO 

PHOTO 
NO 

BeRin  1-15-4(6)186 

HELENA  -  NORTH 

315  ♦  00 

N.B. 

MeO. 

Yes 

Median  drop  inlet  and  ditch  block.     (Typical  for  prciect.) 

30 

14 

53-10 

326  Oil 

S.B. 

24 '-LT 

Yes 

ll'-5"S  X  7'-5"  S.P.P.A.C.  and.  concrete  headwall  and  wingwall. 

30 

15 

5  3-9 

452  +  00 

N.r.. 

Med. 

Yes 

Median  drop  inlet  and  lane  X-over  ramp.  (Typical) 

51 

15 

52-7 

620  +  55 

N.i'.. 

]2'-RT 
2J ' -LT 

Yes 

Columns  on  Lincoln  Road  Interchange  overpass. 

54 

15 

53-6 

620  +  53 

S.B. 

11' -VI 
21 ■ -RT 

Yes 

Columns  on  Lincoln  Road  Interchange  overpass. 

5ii 

15 

53-6 

BeRin  Lincoln  Road  Interchange 

13  +  70 

"B" 

25'-RT 

Yes 

Pover  pole. 

34 

13  +  70 
15  +  20 

"E" 

28' -LT 

Yes 

Row  of  trees. 

54 

lit  +  40 

"E" 

18'-LT 

Yea 

DrivQway . 

34 

55  +  90 

"B" 

3'-LT 

Yes 

Approach. 

54 

End  Lincoln  Road  Interchange 

659  +  89 

S.B. 
N.B. 

29 '  -LT 
28' -RT 

Yes 

734''S  X  45"R  CMPA  end.  concrete  headwall  and  wintjwalls. 

55 

16 

53-1 

724  +  60 

S.B. 
N.B. 

26 ■ -LT 
27 ■ -RT 

Yes 

72-in  RCP,  outlet  ditch,  and  ditch  block. 

35 

16 

5  3-2 

End  I-15-4(6):06 

Begin  1-15-4(9)134 

HELENA  HILL  -  SIEBEN 

S.B. 

xes 

Lane  X-ovar  ramp  and  median  drop  inlet. 

56 

16 

53-11 

<  /  -Ki 

les 

Ditch  DlocK  and  48-in  RCP  inlet  ditch. 

36 

16 

53-12 

462  +  00- 
468  *  50 

N.B. 

10 '-RT 

Yes 

Fill  slope:    3:1  slope  5-Et  hiRh.  then  a  2:1  slope  13-£t  hiffh 

56 

16 

54-1 

S78  +  91 

N.B. 

28' -RT 

Yes 

Driveway  fill;     3:1  slope  4-Et  high. 

53 

17 

54-2 

579  +  84 
560  +  29 

N.B. 
S.B. 

Med. 

Yes 

Break  in  median  barrier  rail. 

33 

17 

54-2 

605  *  60 

S.B.  1 

20' -LT 

Yes 

Ditch  bank:     1:1  slope  4-tt  high.     (Level  rod  at  28'-LT  ) 

36 

17 

PAGE  NO  —LI. 


MISC.  ROADSIDE  HAZARD  INVENTORY  fa  p  no.:  ,.i3..(,„« 

INTERSTATE    SYSTEM       t-i5  I-15-4(12)207 


STATION 

LANE 
OR 
RAMP 

OlST  FM 
EDGE  OF 
TRVLD  LANE 

IMM 
HAZ- 
ARD 

DESCRIPTION  AND  REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 

NO. 

PAGE 
NO. 

PHOTO 
NO. 

653  +  39- 

O.I), 

5  -Li 

Yes 

t>reaK  in  meaiati  DBrnar  rail. 

y) 

17 

54-9 

7iiO  +  40 
774  + 

N  n 

1 U   -  Kl 

[QS 

Fill  slopes  at  several  coulees:     5:1  slope  5-ft  high,  then  a  2:1  slope  from  12-  to  *0-£t  high 

40 

17 

54-4 

79B  +  65 

oUo  +  00 

S  ,  B, 

10 '-LT 

Ves 

Fill  slope:     5:1  slope  3-ft  high,  then  e  2:1  slope  from  5-  to  I8-ft  high. 
Protected  by  guardrail  from  Sta,  801  *  19  to  Sta.  8r»2  +  45 

41 

18 

54-7 

800  +  01  S 

N ,  H, 

4'-LT  to 
10  -kT 

Yea 

Bridge  ends.     Wide  open  median. 

41 

17 

54-5 

822  +  30- 

hi  Ti 

10 '  -RT 

Yes 

FlII  slope:     3:1  slope  3-Et  hiRh,  then  a  2:1  slope  25-ft  hi^h. 

41 

828  +  00- 

N ,  B, 

10 ' -RT 

Yes 

Fill  slope:     5:1  slope  3-ft  high,  then  a  2:1  slope  J'>-Et  hifih 

41 

829  +  00- 

10  -LI 

Yes 

Fill  slope  at  2  cojlees.     3:1  slope  3-ft  high,   then  a  2:1  slope  15-  and  25-ft  high 

41 

855  +  60- 

N.B. 

10'  -KT 

Yes 

Fin  slope:     5:1  slope  3-ft  high,  then  a  2:1  slope  35-ft  hieh 

41 

BflKin  Gates-Of-The-MoLjntains  Interchange 



Begin  "F"  Line 

20  +  31 

—  

9'-LT 
lO'-BT 

Yes 

Overpass  columns. 

Al 

End  Gates-OC-The-MountSLns  Interchange 

End  1-15-4(9)194 

Begin  1-15-4(12)207 

SIEBEN  NORTH  AND  SOUTH 

XA    +  AT 
JO    *  1 

Med, 

les 

Median  drop  inlet  and  lane  X-over  ramp  with  1:1  side  slopes  3-£t  high 

42 

18 

55-5 

19  +  68 

*  W    ^     D 1 

N.B. 

<^  * 

RT 

Vac. 
1  OS 

onage  enas  wicnouc  guararaii. 

42 

18 

55^2 

fiB^Lil    OLc               1 IL  Le  I  i.,  114  El 

12  +  00 

"B-4" 

27  ■  -  KT 

Yes 

KCP  F  E  T  S     and  ditch  block 

42 

19 

55-7 

End  "B-4"  Ramp 

PAGE  NO.  _I2 


MISC.  ROADSIDE  HAZARD  INVENTORY             rap  no,  i.u 

iNTFRSTATF     .qY<5TFM  1-15 

-4(12)207 
-4(18)210 
-4(20)212 

STATION 

LANE 
OR 

RAMP 

DIST  FM 
EDGE  OF 
THtfLOLANE 

IMM 

HAZ- 
ARD 

UtbCKIPTION  AND  REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Begin    B  Line 

10  ♦  00 

"B" 

Yes 

D      ItlTlO    a    K^«*'C^    SULlaCOu    (■OaU    onu    not    aUlvvycvJ.        dTIOkS    COiUmna    ^o,j~i\    LaU.«            i^dLD    v^i      u  Lftiic* 

42 

Ena    B  Line 

End  Sieben  Intdrcnan^e 

61  *  00 

Med. 

Yes 

Median  dro[i  Inlet  with  an  8-in  projectio.T. 

4  3 

5i  *  M- 
112  *  24 

26'  to 

37  -Kl 

Yes 

nD- <    D3CKS 1 opc • 

4  5 

r.' 

55-6 

begin  nioj^iu 



LYONS  CllEEK  -  SOUTH 

112  ♦  24. 
119  +  24 

N,B. 

21 '-RT 

■^es 

Rock  backslope.                                                                                (See  Photo  55-6) 

44 

124  *  iO- 
128  ♦  50 

o.  B, 

£ij  -LI 

les 

KOCK  OaCKS lope . 

1  V 

124  +  48 

M.B, 

c  n 
o .  o. 

Pled. 

srea^  m  meaian  Damer  rati  at  oriti^e  ena. 

125  +  80 
146  +  50 

20'  to 

50  -Ki 

Yes 

Rock  backslope. 

44 

19 

55-9 

154  *  50- 
136  ♦  50 

S,B, 

23 ' -LT 

yes 

Bock  backslope  and  break  in  guardrail. 

44 

19 

181  *  00 
195  +  20 

S.B. 

25 ■ -LT 

Yes 

Rock  backslope. 

45 

185  +  60 
194  +  15 

H,  B, 

^0  -KI 

Yes 

Soch  backslope. 

45 

209  +  50- 
215  ♦  00 

H.  B. 

30'  to 

—  Kl 

IBS 

KOCfC    DSC  ICS  1  Op<?  « 

Begin  1-15-4(20)212 

LYONS  CREEK  -  WOLF  CREEK 

23'?  *  00 
24i.  +  60 

S.B. 

20'-LT 

Yeg 

Rock  backslope. 

46 

240  +  50 
245  +  00 

N.B. 

20 ' -RT 

Yes 

Rock  backslope. 

46 

^51  +  82 

S.B, 

16 --LT 

Yes 

Gu&rdrail  beginning,  fill  slope  and  roci;  backslope. 

46 

20  1 

57-7 

PAGE  NO.  —Ll. 


MISC.  ROADSIDE  HAZARD  INVENTORY 

INTERSTATE  SYSTEM 


^TATlrtU 
^  1  M  1  \\jn 

LANE 
RAMP 

DIST  FM 
THVLD  LANE 

■MM 

ARO 

DESCRIPTION   AND  RFMARKCi 

DWG 

PHOTOGRAPHS 

PAGE 

NO 

PAGE 
NO 

PHOTO 
NO 

258  +  03 
25B  +  25 

3.E. 
N,  B, 

Med. 

Ves 

Break  in  median  barrier  rail. 

*t  0 

260  +  54 

S.B. 

20' -LT 

Yes 

Concrete  headwall  and  wingwalls,  and  inlet  basin. 

46 

20 

57-6 

268  +  58 

S.B, 

20'-LT 

Yes 

Concrete  headwall  and  wingwalla,  and  inlet  basin. 

46 

20 

5  7-5 

285  +  66 

S.B, 

20' -LT 

Yes 

Concrete  headuall. 

46 

21 

57-3 

527  >  50 

J51  +  75 

S.B. 

20 '-LT 

Yes 

Hock  backslopQ. 

47 

555  +  00 
386  ♦  90 

S.B. 

20 ■ -LT 

Yes 

Rock  backslope. 

47 

589  +  40 
389  +  64 

N.B. 

Med, 

Yes 

Break  in  median  barrier  rail  and  maintenance  tum-arojnd. 

47 

21 

57-1 

402  *  40 
409  +  50 

S.B. 

21 '-LT 

Yes 

Rock  backslope. 

47 

403  +  20 
407  +  70 

N.B. 

2o'-irr 

Yea 

Rock  backslope. 

47 

430  +  00 
444  +  20 

S.B. 

6'-LT 

Yea 

Fill  slope:    5:1  slope  3-ft  high,  then  a  2:1  slope  10-  to  12-£t  high. 

46 

21 

_56-ll 

457  +  50 
467  +  50 

S.B, 

20'-LT 

Yea 

Rock  bark  s Ioda 

A  A 

**o 

498  +  00 
518  +  00 

N.B. 

6'-Kr 

Yes 

Fill  slODe:     3:1  slooa  3-ft  hitfh     then  a  2:1  sIoda  5-  ta  7-ft  hi<rti       Cmnk  hank   is  at  hn^ft  rioht- 

506  +  00 
512  +  40 

S.B. 

20 ' -LT 

Yes 

Rock  bficks loDd 

49 

539  +  00 

N.B. 

25 '-HT 

Yes 

Two  14'-6"S  X  9'-8"R  SPPA  culvert  ends. 

49 

22 

56-8 

541  +  25 
54  5  +  46 

S.B, 

6'-LT 

Yes 

Fill  s lope ;    6:1  a lope  l-£t  high ,  then  a  2:1  slope  lO^ft  high. 

49 

22 

56-9 

n  Wol  f  CmAk  Tn  t  a  rohAniTA 

Begin  "C-1"  Ramp  (PTW) 

543  +  60 

550  *  60 

P.T.W, 

15'-LT 

Yes 

Rock  backslope. 

End  "C-1"  Ramp  (PTW) 

End  Wolf  Creek  Interchange 

End  1-15-4(20)212 

PAGE  NO. 


MISC.  ROADSIDE  HAZARD  INVENTORY 

INTERSTATE     SYSTEM  i-U' 


F.A.P  NO.'  1-15-4(25)218 

I-IG-15-4(  26)221 


STATION 

LANE 
OR 
RAMP 

OlST  FM 
EDGE  OF 
TRVLD  LAN 

IMM 

HAZ- 
E  ARO 

DESCRIPTION  AND  REMARKS 

UWv 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Begin  1-15-4(25)218 

WOLF  CREEK  -  NORTH 

578  *  29 

S.B. 

18 '-LT 

Yes 

Wood  power  pole,  12. in  diameter. 

50 

22 

58.2 

578  *  90 
586  *  75 

S.B. 

20' -LT 

Yes 

Rock  backslope. 

50- 
51 

22 

58.2 
58-1 

Begin  Wolf  Creek  Interchange 

1  *  56 

"C" 

2?. 5 ' -LT 
24,5'-Kr 

Ybs 

Columns  from  I-IS  oveipass. 

50 

End  Wolf  Creek  Interchange 

591  +  UO 

592  +  80 

M.B. 

f-RT 

Yes 

Break  in  the  Kuardrail. 

51 

22 

58-5 

619  *  96 

S.B. 

25 '-LT 

Yes 

46-in  RCP  square  end  and  inlet  basin. 

51 

22 

57-12 

640  *  25 
642  *  00 

N.  B. 

6'-KT 

Yes 

Fill  slope:    6:1  slope  2-ft  high,  then  a  2:1  slope  11-ft  high 

52 

657  +  00 

M.B. 
S.B. 

6'  -KT 
B'-LT 

Yes 

Augusta  Highway  Interchange  overpass  columns. 

52 

23 

57-10 

SegL.i  Augusta  Highway  Interchange 

652  ♦  00 

"D" 

Yes 

Catcleguard  on  curve  in  the  middle  of  the  ramp. 

52 

659  +  51 

"D" 

r-RT 

Yes 

Bridge  ends  without  guardrail. 

52 

End  Augusta  Highway  Interchange 

End  1-15-4(25)218 

Begin  I-IG-15-4( 26)221 

CRAIG  NORTH  AMD  SOUTH 

fl2J  +  81 
824  ♦  05 

N.B. 
S.B. 

Med. 

Yes 

Break  in  median  barrier  rail  and  maintenance  tum-arojnd 

55 

23 

59-2 

894  +  00 

S.B, 
H.B. 

Med. 

Yes 

Median  drop  inlet  with  an  8-in  proiection  and  lane  X  o/er  ramp,     (Photo  is  typical  for  project  ) 

56 

23 

59-4 

918  +  58 

S.B, 
N.B. 

Med. 

Yes 

Median  drop  inlet  and  lane  X-over  ramp 

5^ 

957  +  00 

M,B. 

Med. 

Yes 

Median  drop  inlet  and  ditch  block. 

57 

947  +  22 

S.B, 

19 '-FT 

Yes 

Flared  and  anchored  guardrail  end  from  the  N  E  lane 

57 

951  +  92 

N.B. 

19'-LT 

Yes 

riared  and  anchored  guardrail  end  from  the  S  B  laTe 

57  1 

PAGE  NO. 


MISC.  ROADSIDE  HAZARD  INVENTORY            fa p  no. 

INTERSTATE     SYSTEM      I-15  1-15-4(26)228 

STATION 

LANE 
OR 
RAMP 

OlST  FM 
EDGE  OF 
TRVLD  LANE 

IMM 

HAZ- 
ARD 

DESCRIPTION  AND  REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

966  +  00 

N.  B. 

Med. 

Yes 

Median  drop  inlet  and  lane  X-over  ramp. 

57 

976  +  00 

N.B. 

15 '-LT 

Yes 

18"  X  24"  CMPA  F,E,T.S, 

58 

24 

59-5 

997  +  00 

S.B. 

25 ' -LT 

Yes 

ll'-5"S  X  7'-3"  R  S,P.P,A.  culvert  end. 

5f! 

24 

59-10 

1030  +  00 
1057  +  64 

N.B. 

lO'-KT 

Yes 

Length  of  guardrail  shoald  be  made  continuous 

58 

End  1-1G-15-4(26)221 

Begin  1-15-4(28)228 

STICKNEY  CREQC  -  NORTH 

1123  +  50 
1129  +  50 

N.B. 

30'  to 
25 '-RT 

Yes 

Rock  backslope. 

60 

1147  +  82 

1148  +  18 

S.B. 
N.B, 

Med. 

Yea 

36-ft  break  in  median  guardrail  and  maintenance  tucn-aroJnd 

60 

1162  +  50 
1175  +  00 

N.B, 

20 '  -RT 

Rock  backslopa. 

60 

24 

60-4 

1191  +  69 

N.B. 

6'-RT 

Yes 

Terainal  end  o£  guardrail. 

60 

End  1-15-4(28)228 
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MISC.  ROADSIDE  HAZARD  INVENTORY 

INTERSTATE     SYSTEM      '  - ■ ' 


FA  R  NO.  '■  I-15-5(2S)2M 
1-182(5)  &  (6) 


STATION 

LAne 

OR 
RAMP 

OlST  FM 
E06E  OF 
TRVLO  LAN! 

IMM. 
HAZ- 
:  AHO 

DESCRIPTION  AND  REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

Begin  1-15-5(25)234 



K1R0Y  CREEK  -  SO^TH 

Begin  Carvyon  Interchange 

1455  +  17 

"A-2" 

4'-RT 

Yes 

Pill  slopo  et  guardrail  beginning:    6:1  slope  2-Et  high,  Chen  a  2:1  slope  15-ft  high. 

61 

End  Canyon  Intarchange 

Wit  *  15 
1564  +  88 

N.B. 

20'-Ftr 

Yes 

Rock  backslopQ, 

62 

T  .- 

oU  - 1  i 

1484  *  75 

N.B. 

25 '-RT 

Yes 

36. in  RCP  F.E.T.S. 

62 

14B7  +  50 
1494  ■*  40 

S.B. 

?0'-l.T 

Yes 

Rock  backslope. 

62 

1510  +  25 
1513  +  15 

N.B. 

25'-RT 

Yes 

Rock  bacxslopu. 

62 

1517  +  90 
1526  +  50 

N.B. 

21' -RT 

Yes 



Rock  backslope. 

62 

1523  +  27 

N.B. 

17 '-BT 

Yes 

30- in  CMP  F.E.T.S. 

62 

152J  *  27 

S.B. 

17'-LT 

Yes 

SO-in  CMP  F.E.T.S, 

62 

End  1-15-5(23)254 





Begin  1-182  (5)  &  (6) 

CASCAD3  -  UUfl 

340  +  50 

N.B. 

Yes 

No  guardrail  at  bridge  end,  open  median  between  structures 

65 

J41  *  50 
ir  0  » — we  

S.B, 

Yes 

No  guardrail  at  bridge  end,  open  median  between  structures 

65 

25 

60-2 

53  S  *  £> 
S67  ♦  50 

S.B. 

10 '-LT 

Yes 

,            Sta.  358  *  25,  4:1  slope  3-ft  high,  then  a  2:1  slope  11-ft  high. 
Fill  slopu:    sta.  367  *  50.  4:1  slopo  3-£t  high,  then  a  24:1  slosa  10-ft  high 

65 

26 

60-1 

563  ♦  00 
370  +  00 

N.B, 

— B  

lO'-RT 

Yes 

Fill  slopo:    4:1  slope  5-Jt  high,  then  a  2:1  slope  10-ft  high 

65 

364  +  00 

S.B. 
N.B, 

Med, 

Yes 

Ditch  block.     5:1  side  slopes,  5.5-Et  high. 

65 

378  +  00 

d  .  b. 

N.B. 

Med. 

Yes 

Ditch  block.     5:1  side  slopes,  3.5-ft  high. 

65 

394  ♦  00 

S.B. 
N.B, 

Med. 

Yes 

Ditch  block  and  lane  X-over  ramp,     5:1  sida  slopes    5  5-ft  high 

65 

422  +  00 

N,B. 

Mad. 

Yes 

Ditch  block.     3:1  side  slopes,  5.5-Et  high 

65 

441  +  50 

N.B, 

Med. 

;e3 

Ditch  block.     5:1  side  slopes,  3, 5-ft  higli 

63 

PAGE  NO,  _il 


MISC.  ROADSIDE  HAZARD  INVENTORY 

INTERSTATE     SYSTEM  I-15 


RA.P.  NO.  ■  1-182(5)  &  (6) 
1-15-5(26)271 


STATION 

LANE 
OR 
RAMP 

DIST  FM 
EDGE  OF 
TRVLO  LANE 

IMM 

HAZ  - 
ARD 

DESCRIPTION   AND  RFUABI^Q 

DWG 

PHOTOGRAPHS 

PAGE 
NO 

PAGE 
NO 

PHOTO 
NO 

^■42  +  00 
452  +  00 

N.B. 

lO'-RT 

Yes 

Fill  slope:     4:1  slope  2-ft  high,  then  a  1-5/4:1  slope  15-  to  25-ft  hiffh 

453  +  75 

S.B. 

Med. 

Yes 

Ditch  block.     5:1  side  slopes,  3.5-ft  high. 

463  +  75 

N.B, 

S.B. 

Mad. 

Yes 

Ditch  block  and  lane  X-over  ramp.     3:1  side  slonft<i     5  5_ft  hiah      fTimimi  \ 

26 

5'J-12 

End  1-132(5)  &  (6) 

Begin  1-15-5(26)271 

GREAT  FALLS  WESTS IDE 

(Gore  Hill  to  Sun  River) 

473  +  74 

S.B. 

18'-RT 

Yes 

Flared  and  anchored  guardrail  end  from  N.B,  lane. 

26 

61-1 

475  +  71 

N.B. 

20' -LT 

Yes 

Flared  and  anchored  guardrail  end  from  S.B.  lane. 

DO 

485  +  00 
483  +  21 

N.B. 

24 '-KT 

Yes 

Ditch  block,  concrete  catch  basin    and  and  of  cnrp 

66 

26 

61-2 

483  +  90 

S.B, 

20' -LT 

Yes 

24_in  BCP  F.E.T.S.  and  ditch  block. 

DO 

492  +  55 

S.B. 

20' -LT 

Yes 

24_in  RCP  F.E.T.S,  and  ditch  block. 

499  +  B5 

S.B, 

20' -LT 

Yes 

24-in  RCP  P,B,T,S,  and  ditch  block. 

509  +  75 

N.B. 
S.B. 

Med. 

Yes 

Lane  X-over  ramp,  6:1  side  slopes,  2-ft  high. 

519  +  75 

N.B. 
S.B. 

Med. 

Yes 

Median  droo  inlet  with  A-in  n  ro  iectioti  and  difrh  hlnf^lc  uifVi  a      oi  Aa  oiAnaa     o  f  *  ^^iik 

67 

553  +  45 

N.B, 

20' -LT 

Yes 

Flared  and  anchored  guardrail  end  from  S.B  lane 

0  ' 

535  +  61 

s.s. 

20'-RT 

Yes 

Flared  and  anchored  guardrail  end  from  N.B,  lane. 

67 

26 

61-3 

555  +  50 

S.B. 
N.B. 

Med. 

Yes 

Median  drop  inlet  with  8-in  proiection  and  ditch  block  with  6:1  side  slopes    2-ft  high 

67 

26 

61-5 

537  +  65 

N.B. 

24 ■ -LT 

Yes 

Flared  and  anchored  guardrail  end  from  S.B,  lane. 

67 

544  +  90 

N.B. 
S.B, 

Med, 

Yes 

Median  drop  inlet  with  10-in  projection  and  ditch  block  with  6:1  side  3loDes.  2-£t  hiah 

67 

562  +  30 

S.B. 

20 '-RT 

Yes 

" — ■ — '   2  

Flared  and  anchored  guardrail  end  from  N.B.  lane. 

67 

563  +  10 

S,B. 

24 '  -LT 

Yes 

50-in  CMP  F.E.T.S,   for  ditch  drain. 

67 

26 

61-6 

566  +  70 

N.B. 

19 '-LT 

Yes 

Flared  and  anchored  guardrail  end  from  S.B.  lane. 

67 

PAGE  NO.  U2 


MISC.  ROADSIDE  HAZARD  INVENTORY             rap  no.:  i_i5_5C26)27i 

INTERSTATE      SYSTEM       l-K  1-16-15-5(20)273 

STATION 

LANE 
OR 
RAMP 

DIST  FM 
EDGE  OF 
TRVLO  LAN 

IMM. 
HAZ  - 

E  AHO 

DESCRIPTION  AND  REMARKS 

OWG 

PHOTOGHAPHS 

PAGE 
NO 

PAGE 
NO 

j  PHOTO 
NO 

568  ♦  2? 

N.B. 

27 '-RT 

Yes 

Drop-ott,  CM?  ditch,  and  guardrail  end. 

67 

01-5 

^■73  *  00 

S.B. 
N.B. 

Med. 

Yas 

Ditch  block  and  lane  X-o/er  ramp,  and  median  drop  inlet 

67 

Snd  1-15-5(26)271 

Begin  I-IG-15-5(20)273 

GREAT  FALLS  WESTS  IDE 

(Sun  River  to  QnersoD  Junction) 

5W  +  90 

S.B. 

21'-RT 

Yes 

Flared  and  anchored  guardrail  enJ  iiom  N.B.  lane 

69 

598  +  7't 

N.B, 

20 '-LT 

Yes 

Flared  and  enchocad  guardrail  end  fron  S.B,  lane. 

69 

(lOU  ■*  ii<3 

S.B. 
H.B. 

Had. 

Yes 

Median  drop  inlet,  10-in  projection. 

618  *  '/J* 

S.fl. 

21 '-KT 

Yes 

Flared  and  anchored  t;uardrail  er-*  '  ,~  N.B,  lane 

621  +  63 

N.B. 

21 '-LT 

Yes 

Flared  and  anchored  guardrail  eu>i  [ton  S.B.  lane 

654  +  15 

S.B. 
N.B. 

Med, 

Yes 

Lane  X-ovor  ramp  uith  18-in  CMP  in  median  flow-line 

69 

649  *  (iJ 

S.B. 

27 '-LT 

Yes 

24-in  fiCP  F.E.T.S. 

661  +  '.f 

S.B. 
N.B. 

Hed. 

Yes 

Median  drop  inlet,  lO-in  proiection. 

71 

661  +  ;o 

S.B. 

Hod. 

Yes 

Lane  X-over  ramp. 

71 

671  ♦  00 

N.B. 

Mad. 

Yes 

Median  drop  inlet.  8-in  oroiection 

7  1 

681  +  00 

S.B, 

15'-RT 
24 "-LT 

Yes 

24-in  RCP  F.E.T.S. 

71 

695  +  57 

S.B. 

21'-Kr 

Yes 

Flared  and  anchored  guardrail  end  from  N.B  lane 

696  ♦  01 

N.B. 

21'-LT 

Yes 

Flarai  and  anchored  guardrail  end  £rom  S.B,  lane 

71 
71 



696  +  42 

S.B. 

13 '-RT 
23 '-LT 

Yes 

24_in  HCP,  F.E.T.S.   rif^t.  square  end  left. 

^  I 

705  +  55 

S.B, 
N.B. 

Med. 

Yes 

Median  drop  inlet  with  8-in  proiection 

712  ♦  00 

N.B. 
S.B. 

Med. 

Yes 

Median  drop  inlet  with  8-in  projection 

71 

72 

720  +  25 

S.B. 

21 '-BT 

Yes 

Flared  and  anchored  guardrail  end  Erooi  N  B  lane 

72 

727  ♦  55 

N.B. 

21*-LT 

Yes 

FlareJ  and  anchored  Euacdcail  end  from  S.B     lane  j 

72 

PAGE  NO. 


MISC.  ROADSIDE  HAZARD  INVENTORY            fap.o.  ,.,o.,..3»o>.,3 

INTERSTATE     SYSTFM       '  -i^  1-15-5(9)275 

STATION 

LANE 
OR 
RAMP 

DIST  FM 
EDGE  OF 
TRVLO  LANE 

IMM 

HAZ- 
ARD 

UtbCRIPTION  AND  REMARKS 

DWG 

PHOTOGHAPMS 

PAGE 
NO 

PAGE 

NO 

PHOTO 
NO 

DO  gLfi        rson  J  Unc  t  LOn  inte  rc  non^G 

1 1ni  1 

B 

25 ' -LT 

Ve3 

rowsL  poies  ec  i^a-rt  centers  encLre  length  or     B  Lliic^ 

72 

28 
20 

62-8 

79  +  80 

"B" 

21  '-la' 

Yes 

■concrete  euro  in  £0  re  OE     tj    Line  and    B-1  Ramp 

72 

62  9 

bna    1)  Line 

28 

62-8 

End  Unerson  Junction  Interchenee 



bnd  I -10-15 -5( 20 ) 272 

uegLn 

Qnerson  Junction  to  Vaughn  Junction 

818  +  05 

N.B, 
S,  B, 

Med. 

Yes 

Lane  X-over  remp  with  18-in  CMP  in  median  flow-line 

75 

2R 

874  *  86 
87*1  +  92 

N.B, 

lO'-KT 

Yes 

V  - 1 1  gtip  in  gus  ra  ra  1 1 , 

7  i 

29 

64-10 

87i  +  92 
875  +  08 

N,B. 

Med. 

Yes 

oriuge  enos  ana  meo len  ramp , 

,  i 

29 

64-10 

Begin  Manchester  Interchange 

9  +  68 

"E" 

6'-Rr 
6'-LT 

Yes 

1-15  overpass  colunns. 

75 



End  Manchester  Interchange 

1066  +  71 

N.B. 

lO'-BT 

Yes 

LruardraLl  not  reouired. 

76 

L076  +  20 

S.B, 

lO'-LT 

Yes 

^juara  ra  i  i  not    roQUL  re  a , 

76 

1089  +  00 
1094  +  00 

S.B, 

10'~LT 

Yes 

TLii  a         ,     o .  1  Slope                ni^n,  Tnen  a          slope  iroTD  15-  to  20  tt  hLfiti 

77 

50 

64-4 

1144  +  92 
li'tS  +  08 

S .  B. 

10* -RT 

Yes 

>icuj.aii  i.ai»ij  oiiu  ui i-uge  eiius.     i^oTicteie  cuTD  projects  i,a-tt  into  lane,  no  guardrail  on  approach 

77 

30 

30 

63-  4 

64-  5 

1175  +  00 
1183  +  70 

S.B. 

lO'-LT 

Yes 

Fill  slODe:     6:1  slooe  2  5— ft  hich     thnn  a  ll-i  ainno  11  ft  k; 

77- 
78 

30 

64-1 

1200  +  70 

N.B. 

1 0  •  -  RT 

Yes 

Concrete  curb  in  gore. 

78 

31 

63-5 

1207  +  50 

S.B. 

4  '  -  LT 

Yes 

Concrete  curb  in  gore. 

78 

31 

63-12 

i<!09  +  3U 

N,  B, 

T  <  Iff 

1  -KT 

Yes 

Concrete  curb  in  gore. 

78 

51 

63-6 

1215  +  50 

N  R 

6'-RT 
1 6 ' -LT 

Yes 

Columns  from  Vaughn  Junctiori  Interchange  overpass 

78 

31 

63-7 

PAGE  NO.  _ii 


MISC.  ROADSIDE  HAZARD  INVENTORY             rap  no.: 

INTERSTATE  SYSTEM 

1-15- 

5(9)275 

STATION 

LANE 
OR 

RAMP 

DIST  FM 
EDGE  OF 
THVLO  LANE 

■MM 
HAZ- 
ARD 

DESCRIPTION  AND  REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 

NO 

PAGE 
NO 

PHOTO 

NO 

1215  +  50 

S,B. 

11 '-LT 
24'-RT 

Yes 

Columns  t com  Vaughn  Junction  Interchange  overpass. 

78 

1220  +  00 

S.B. 

10' -LT 

Yes 

Concrete  curb  in  Rore. 

76 

31 

63-11 

Begin  Vaughn  Junction  Interchange 

Begin  "E-i"  Ramp 

1201  +  50 

"B-A" 

6'-LT 

Yes 

12'-$"  break  in  guardrail. 

78 

1205  *  12 

'■K-4" 

6'-LT 

Yes 

Concrete  curb  in  gore. 

78 

31 

65-2 

End  "E-A"  Ramp 

Begirt  "E-5"  Ramp 

1212  +  85 

6'-Err 

Yes 

12'-6"  break  in  guardrail.  

78 

51 

64-11 

End  "E  3"  Raoip 

Begin  "E"  Line 

11  +  59 

"B" 

Yes 

Concrete  curb  in  gore  and  guardrail  intersection. 

78 

32 

65-3 

11  +  60 

"E" 

4'-RT 

Yes 

Concrete  curb  in  gore  end  guardrail  intersection. 

78 

52 

64-12 

u  *  eg" 

17  +  27 

"E" 

W  to 
6' -FT 

Yes 

Guardrail  installation. 

78 

52 

65-1 

17  ■<  20 
17  ♦  60 

"E" 

i>'  to 
6'-LT 

Yes 

Guardrail  installation. 

78 

f)5-l 

End  "E"  Line 

End  Vaughn  Junction  Interchange 

End  1-15-5(9)275 

PAGE  NO 


MISC.  ROADSIDE  HAZARD  INVENTORY 

INTERSTATE     SYSTEM  i-i^ 


F.A.R  NO.: 

I-IG-ING-15-8C 5)351 


3  [A  MOM 

LANE 
no 

RAMP 

01  ST.  FM 
EDGE  OF 
TRVLO  LANE 

IMM 

u  A  T  — 

ARO 



ucoirfRir  1  HJiM  AND  RLMARKS 

DWG 

PHOTOGRAPHS 

PAGE 

PAGE 
NO 

PHOTO 
NO  J 

Begin  I-IG-ING-15-8(3)351 

SHELBY  -  WEST  SIDE 

126  +  85 

N.B. 

Med. 

Yes 

Median  dro[>  inlet  and  ditch  block. 

80 

152  +  70 

N.B. 

i5'-irr 

Yes 

Curbed  island  in  gore. 

81 

53 

65-6 

155  +  25 

S.B, 

10'  to 
5 '  -LT 

Yes 

C urbed   island   in  ffti m 

81 

33 

66-3 

140  +  70 

N.B, 

10'  to 
S*-RT 

Yes 

Curbed   is  1  and  i  n  co  ca 

81 

35 

65-7 

141  +  17 

S.B. 

9'  -LT 

Yes 

C u rbfid   i fi  land  in  t^n r** 

81 

33 

66-2 

144  +  40 

N.  B, 

4*-LT 

Yes 

u^do'k    ±11    p^ua ± u L V 1- ±  • 

81 

53 

65-7 

144  +  B3 

145  +  24 

N.B. 

6  '-LT 

Yea 

ijdilo  A         1.  Lniuif ,  u|iu  II  ujeu  Ldii  Dfl  tweon  s  t  ruc  c  ure  s,  Hi-tt  D  refir^  xn  tfUd  rdrd  l  1 

81 

35 

65-8 

dq g Ln  wes c  ^ i oy  into rcnsn 

141  +  22 
14  3  +  00 

"E-3" 

6 '  -LT 

fil 

33 

6fi-2 

Raff  T  n    **K    fi.''*  Damr\ 

143  +  95 

"R  ft" 

Van 
Loo 

81 

55 

65-7 

Begin  "E"  Line 

1196  +  03 

■■E" 

5-  to 
lO'-RT 

Yes 

*  DQ^ii,  v-i.li  jji^/oa,  ^          itLj^ii ,  tiiiea  wLtn  concrere  ana  i.r\steiloa  arouna  overhead  sicn  support 

81 

34 

66-6 

1201  +  65 

"E" 

9'-LT 

i5'-Kr 

Yes 

Colutans  from  1—15  overpass  structure. 

o  1 

34 

66-7 

1202  +  45 

"E" 

9'-LT 
15 • -RT 

Yes 

ColUEons  from  1-15  overpass  structur%« 

81 

34 

66-7 

1208  +  04 

"E" 

4*  to 
lO'-KT 

Yes 

2  dfich. .  6  — in  p  ipes  ,  2 '  -6"  h  ich .   fill  ed  wi  th  cone  re       find  in^fAllpH  a  mim  fi  <t\ja  rhaaA  a  i  <rr*  ennn^r*^ 

81 

34 

66-8 

End  "E"  Line 

End  West  Shelby  Interchange 

150  +  50 

S.B, 

4  '-RT 

Yes 

Break  in  guardrail. 

82 

150  +  84 

S.B. 

10- -LT 

Yes 

Break  in  guardrail. 

82 

PAGE  NO,  _23 


MISC.  ROADSIDE  HAZARD  INVENTORY  fapno,^ 

INTERSTATF     5;Y5;TFM     1-15  I-IG-ING- 

15-8(3)351 

)583 

STATION 

LANE 
OR 
fiAMP 

DIST  FM 
I  06E  OF 
TI^VLD  LANE 

IMM 

HAZ- 
ARD 

Ut  ouHl  r  I  (OiM  AND  REMARKS 

DWG 

PHOTOGRAPHS 

PAGE 

m 

PAGE 
NO 

PHOTO 
NO 

212  ■*■  72 

O  .19, 

26'-RT 
10' -LT 

Yes 

Columns  from  "C"  Line  overpass  structure. 

IBS 

83 

\L. 

jH 

—  y 

DOE  Lit   no  I  t  il    o  lit?  Ivy    l-ll  LdLVIlgC 

1  ■  RT 

1  US 

83 

66-9 

#4       M        VI                 %r  It        1  V%  At        I         ^              #^  n  n 

Lna  worcti  i>nejpy  intercnange 

Dnu    1  —  I V—  LTiVj  — i  1/— J  J  J  J  I 

~-   

^1-4  J      i.  ^  i      —          1  X  /  JvJ 

swketgrass  intefchange 

^  rt/  T     J.  ^ 

N.B, 

.  -LI 

Suaatgrsss  Interchange  columns. 

84 

35 

66-11 

lOH'     ♦  10 

o  -Kl 

^ wee t grass  intercnanf^e  columns. 

84 

- 

t  no  1  —  iif-o^  11 J  JO  J 

~  

— 



- 

PAGE  NO. 


4 


PHOTOGRAPHS 

INTERSTATE  SYSTEM.,!^ 


FA  P  NO      t- 1 i> 


38-U,  DWC.  No.   1         I-INC-15-2(8)U8  38-12,  DWG.  No.   I       I-ING-1 5-2(8)  1 18  39-1,  DWG.  No.  1       l-lNG-15-2(fl)llS  jV-^,  DWG,  Ho.   L         I-INC- 15-2(8)  1  la 

Railroad  crossing  bridge,  SCa.  18  +  60.  Guide  sign  l6-ft  right,  Sta,  56  +  00.  Victor  Interchange  overpass  bridge  2it-in  RCP  drain,  27-fC  righL, 

columns,  l7-ft  right  and  16-ft  left,  SCa,  68  +  00, 


i9-7,  DWC.  No.  I 


1-INC-15-2(8>118 


Overhead  sign  supports,  non-break 
away,  27-£t  right,   L9-ft  left, 
SCa,  77  +  -10, 


39-6,  DWG.  No.  2        I- ING- 15-2(8) 118 

48-in  RCP  with  F.E.T.S.,  22-ft  right, 
Sta,  95  +  15. 


Divide 


39-3,  UWG,  No.  2  l-lNG-15-2(a)llt( 

Guide  sign,  18-ft.  right,  Sta.  103  + 
90, 


39-5,  DWG.  No.  2        l-lNG-l5-2(8) 118 

30-in  RCP  with  f.E.T.S,,  22-ft  right, 
Sta,  105  +  68. 

PAGE  NO.  I 


PHOTOGRAPHS 

INTERSTATE   SYSTEM  l-n 


FA  P  NO  i-iNC-l5-2(6)Ub 
1-15-2(22)123 
  l-IC-15-21 16)126 


Silver  Bow 

E>riT  I  MILE 


^•S-ii,  nWC.  No,  2  i-iNt;-15-2(-.^n- 
(iui.le  si^n,  18-ft  righl,  ,sta.   Ijl  +  30 


!W.  No.  3 


1-15-2(22)123 


LH'trhtad  si^n  supports,  30-ft  right, 
L6-ft  left,  SlA.  241  +  00. 


3fi-10.  DUG.  No.   3  1-15-2(22)123 

Nissler  Junction  Interchange,  bridge 
columns  and  guardrail. 


3B-5,  DWG.  No.  3  1-15-2(22)123 

Overhead  sign  supports,  30-ft  right 
and  30-£t  left,  Sta.  268  +  75, 


nwr.  No.  4 


1-15-2(22)123 


(jvfcrtiedd  sign  supports,  30-ft  right 
and  30-ft  left,  Sta,  332  +  00. 


^S-^.  DWG.  No.  5  1-15-2(22)123 

tiil  slope:     3:1  slope  ^-ft  high, 
then  1:1  slope  17-ft  high, 
Sta.  366  +  00. 


37-7,  DWC.  No.  6  1-IG-15-2(16)12& 
Railroad  crossing  bridge,  Sta.  403  +  53. 


37-8,  DWC.  No.  6  1-10-15-2(16)126 

Fill  slope  at  guardrail  end,  Sta. 
410  +  70. 


PAGE  NO 


PHOTOGRAPHS 

INTERSTATE  SYSTEM_uii 


FA  R  NO  ■  i-i(;-i'i-2CI6)l26 


36-9,  DWC.  No.  6  1-10-15-2(16)126 
Ditch  bank,  Sta.  412  +  95, 


36-7,  DWG.  No.  6         I-IC-15-2(  16)U6 

Sign  support  non-break  away,  LS-ft 
right,  Sta.  422  +  00. 


37-9,  DWC.  No.  6        I-IG-15-2( 16 ) 126 

Overhead  sign  and  guardrail,  Sta.  414 
+  67. 


36-6,  DWC.  No.  6        I-IG-15-2( 16) 126 

West  Dutte  Interchange,  bridge  columns 
10-ft  right  and  5.5-ft  left. 


36-8,  DWC.  No.  6  1-10-15-2(16)126 

24-in  RCP  with  F.E.T.S.,  19-ft  right, 
Sta.  417  +  50. 


37-10,  DWG.  No.  6    I-IG-I5-2( 16) 126 

Guardrail  end  at  West  Butte  Inter- 
change. 


36-10,  DWG,  No.  6      I-IG- l5-2( 16) 126 

24-in  RCP  with  F.E.T.S.,  14-ft  left, 
Sta.  417  +  00, 


37-6,  DWC,  No.  6  1-10-15-2(16)126 

24-in  RCP  with  F.E.T.S.,  20-ft  right, 
Sta.  417  +  50, 

PAGE  NO.   i_ 


PHOTOGRAPHS 

INTERSTATE  SYSTEM-Ldl 


FA  P  NO  ■  l-IG-15-2(16)126 


^^^^^^^^^^^^^^^ 

J7-5,  DHC.  No.  6  1-IC-15-2(16)126 

Non-breakaway  sign  supports  15-ft  right, 
and  ')-tl  left,  Sta.  423  +  00  and  421  + 
00. 


37-1,  DWC.  No.  7  I-IC-15-2{!6)126 

Non- breakaway  sign  support,  16-ft  right, 
Sta.  453  +  00. 


36-5,  DWC.  No.  7  1-10-15-2(16)126 

Guardrail  and  bridge  ends,  railroad 
crossing*  Sta,  450  +  460. 


37-2,  DWC.  No.  7  1-10-15-2(16)126 
Ditch  bank,  25-ft  right,  Sta.  453  +  08. 


36-11,  DWC.  No.  7  1-10-15-2(16)126 

Bridge  ends  and  break  in  guardrail, 
(typical)    Sta.  443  +  53. 


37-3,  DWC.  No.  7  1-10-15-2(16)126 

40-in  RCS  with  F.E.T.S,,  and  ditch 
errosion  16-ft  right,  Sta.  478  +  00. 


36-12,  DWG.  No.  7        I-IG-15-2( 16) 126 

Bridge  ends  and  break  in  guardrail, 
Sta,  443  +  33. 


37-4,  DWC.  No.  7  1-10-15-2(16)126 

Bridge  ends  and  guardrail,  Sta.  493  + 
69. 
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FA  P  NO  ■  l-lC-15-;f(l6)126 
l-15-2(li.)127 


DWG.  No.  8  I-IG- 15-2{ 16) 126 

Bridge  ends  and  break  in  guardrail, 
Sta.  498  +  07. 


35-3,  DWC.  No.  8  1-15-2(14)127 

Montana  Street  Interchange,  bridge 
ends  and  break  In  guardrail. 


35-2,  DWG.  No.  8  1-15-2(14)127 

Non-breakaway  sign  support  and  island, 
l6-ft  right.  Sta.  534  +  40. 


35-1,  DWG.  No.  9  1-15-2(14)127 

SPPAC  Drain,  20-ft  right,  Sta.  547  + 
75. 


35-4,  DWG.  No.  9  1-15-2(14)127 

Non-breakaway  sign  support  and  island, 
18-ft  right,  Sta.  55s  +  00. 


34-12,  DWG.  No.  9  1-15-2(14)127 

SPPAC  Drain,  IS-ft  right,  Sta,  562  + 
33. 


34-11,  DWC.  No.  9  1-15-2(14)127 

Bridge  columns,  Orgen  Ave.  overpass 
lO-ft  right,  16-ft  left. 


Mont and  St 

HIT  v« 


34-10,  DWG.  No.  9  1-15-2(14)127 

Non-breakaway  sign  supports,  16-ft 
right,  Sta.  574  +  00. 
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RA  P  NO  ■  I-l5-2(li,)l27 


J5-5,  VMC.  No.  9 


!-15-2(l4}t27 


NoD-bceakaway  ^ign  supports  and  island, 
!8-ft  right,  Sta.  5S1  +  00. 


3A-9,  DWG.  No.  9  1-15-2(14)127 

Non-breakaway  sign  support,  16-ft 
right,  Sta.  582  +  00. 


35-6,  DWG.  No.  9  1-15-2(14)127 

24-in  RCP,  F.E.T.S.  in  median, 
Sta.  587  +  00, 


35-7,  DWG.  No.  10 


1-15-2(14)127 


Guardrail  and  overhead  sign  supports, 
6-ft  left  and  9-ft  right,  Sta.  596  + 
50. 


34-6,  DWG.  No.  10        1-15-2(14)127  35-8,  DWG.  No.  lO      1-15-2(14)127  35-9,  DWG.  No.  10    1-15-2(14)127  34-7,  DWG.  No,  10  1-15-2(14)12? 

Bridge  ends,  Harrison  Ave,  Interchange.  Non-breakaway  sign  supports,  in  gore,  Non-breakaway  sign  support,  15-ft  Non-breakaway  sign  support  and  guard- 

Sta.  611  +  50.  tight,  Sta.  613  +  50.  rail  end.     (typical)     16-ft  right, 

Sta.  618  +  50. 
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RA  P  NO.  ■■  I-15-2(U)127 
1-115-2(5)126 


34-6,  DWG.  NO.   10  1-15-2(14)127 

24-in  RCP  with  F.E.T.S.,  24-£c  right, 
Sta.  623  +  00, 


34-5,  DWG.  No.  11  1-15-2(14)127 

SPPAC  and  fence,  28-ft  right,  Sta. 
613  +  75, 


35-10,  DWG,  No.   U  1-15-2(14)127 

Ditch  erroded,  20-ft  right,  Sta.  338  + 
57  to  642  +  42. 


35-U,  DWG.  No.   11  1-15-2(14)127 

Non-breakaway  sign  supports,  18-ft 
right,  Sta.  645  +  15, 


\ 

t 

< 
1 

35-12,  DWG.  No.  11  1-15-2(14)127 

Lane  X  over  ramp  in  median,  (typical) 
Sta.  646  +  67. 


34-4,  DWG.  No.   11  1-15-2(14)127 

Sheridan  Stree t  overpass  columns, 1 1-f t 
right,   16,5-ft  left. 


34-3,  DWG.  No.   11  1-15-2(14)127 

Non-breakaway  sign  support,  18-ft 
right,  Sta.  662  +  00. 


38-2,  DWG.  No.  12  1-115-2(5)126 

Fill  slope:  3:1  slope  2-£t  high, 
then  1:5  slope  25-ft  high,  lO-ft 
right,  Sta.  441  +  78. 
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RA  P  NO.  ■  1-115-2(5)126 

1-10-15-2(17)130 


37-11,  DWG.  No.  13  1-115-2(5)126 

Concrete  curb  and  median  barrier, 
Sta.  'I&2  -t-  5  to  462  -f  80. 


34-1,  DWG.  No,  14  I-IG-15-2(17)130 

Hon-breakausy  sign  support,  IS-ft  right, 
Sta.  9  +  00. 


37-12,  DWG.  No.  13  1-115-2(5)126 

Excelsior  Ave.  Interchange,  Bridge 
ends  and  guardrail. 


33-12,  DWG.  No.  8  1-10-15-2(17)130 

East  Butte  Interchange,  bridge  ends  and 
guardrail. 


38-1,  DWC.  No.  13  1-115-2(5)126 

Bridge  ends,  13-ft  drop,  7-£t  right, 
Sta.  484  +  15. 


33-n,  DWG. No.  14         I-IG-15-2(  17)130 

Non-breakaway  sign  support,  18-ft 
right,  Sta,  27  +  55. 


33-7,  DWG.  No.  14  1-10-15-2(17)130 

Overpass  bridge  columns,  13-£t  right, 
15-ft  left,     sta.  3  +  30, 


34-2,  DWC.  No,  14  1-10-15-2(17)130 

Non-breakaway  sign  support,  13-ft 
right,  Sta,  28  +  93, 
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FA,P  NO,  ■  1-10-2(17)130 


33-3,  DWG.  No.  U 


1-10-15-2(17)130 


Overhead  sign  and  guardrail,  Sta,  31  + 
80. 


33-2,  DWG.  No.  14 


1-10-15-2(17)130 


72-in  BCP  with  F.E.T.S.,  U-ft  right, 
"Bit"  ramp,  Sta.   15  +  63. 


33-10,  DWG.  No.  U        I-IG- 15-2( 17 ) 130 

Non-breakaway  sign  support,  12-ft  right, 
"Bl"  ramp,  Sta.  18  +  07. 


33-8,  DWG.  No.    U        1-lG- 1 5-2( 17) 130 

1-15  overpass  columns^  15-ft  right 
from  "Bl"  ramp. 


33-9,  DWG.  No.   lA  1-10-15-2(17)130 

36-in  RCP  with  F.E.T.S.,   U-ft  right, 
non-breakaway  sign  support,   ll-ft  right, 
"Bl"  ramp,  Sta.  25  +  95. 


33-6,  DWG.  No.  15  1-10-15-2(17)130 

Overhead  sign  and  guardrail  end, 
Sta.  27  +  86. 


33-5,  DWG.  No.  15  1-10-15-2(17)130 

Non-breakaway  sign  support,  U-ft  right, 
"Bit"  ramp,  Sta.  37  +  35. 


33--!|,  DWG.  No.  15  1-10-15-2(17)130 

Non-breakaway  sign  support,  10-ft  right, 
"Bi."  ramp,  Sta.  33  +  00, 
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PA  P  NO,  1-15-3(15)173 

T-IG-15-3(8)n7 


49-6,  DWG.  No.  16 


1-15-3(15)173 


Prickly  Pear  Creek  briilge  and  guardrail, 
Sta.  30it  +  36. 


49-7,  DWG.  No,  16  1-15-3(15)173 

Prickly  pear  Creek  bridge  and  guardrail, 
Sta,  340  +  70. 


49-8,  DWG.  No.  16  1-15-3(15)173 
Clancy  Interchange  overpass. 


49-9,  DWG.  No,  17  1-15-3(15)173 
Access  road  overpass,  Sta,  402  +  49, 


49-10,  DWG.  NO.  17 


1-15-3(15)173 


9-ln  vertical  pavement  edge. 
Sta.  401  +  25. 


49-U,  DWG.  No.  20  l-IG-15-3(8)177 
Frontage  road  overpass,  Sta.  551  +  96, 


49-12,  DWG.  No,  21  l-IG-15-3(8) 177 
Railroad  overpass,  Sta.  631  +  62, 


50-1,  DWG.  No.  21  I-IG-15-3(8)177 

Montana  City  Interchange  bridge 
columns,  22-ft  left  and  20-fc  right. 
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50-2,  DWG.  No.  It,  I-IG-15-3(8)177 

Frontage  road  overpass  columns,  l5-ft 
right  and  21-ft  left,  Sta.  756  +  21. 


50-7,  DWG.  No.  25  I-lG-ING-15-4(ii)  182U2 

Non-breakaway  sign  supports,  Lb-ft 
right,  Sta,  kl  +  00. 


^^^^^  ^jjjmaayja. 

^ 

31  ' 

50-S,  DWG.  NO.  25  I-IG-ING-15-4(4)lfl2U2 

Non-breakaway  sign  supports,  ie-£t 
right,  Sta.  81  +  00. 


50-6,  DWG.  No.  25  l-iG-ING-15-4(4)l82U2 

Non-bceakaway  sign  supports  and  sign 
island,  guardrail  end,  Sta,  89  +  00, 


50-5,  DWG.  No.  25  I-IG-!NG-15-A(4) 182U2 

Lane  cross  over  ramp  and  median  drop 
inlet,  Sta.  102  +  97, 
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FA  P  NO,  ■■  I-IG-ING-l5-i.(4)182UZ 


50-9,  DWG.  No.  25  I-IG-ING-15-^<4) 182U2 

Non- breakaway  sign  supports,  18-ft  right. 
St*.  117  +00, 


50-10.  DWG.  No.  26  I.IG-INC.15-4C4)I8202  50-U.  DWC.  No.  26  I-IC-ING-15-4(4)ie2U2 


Colonial  Club  Interchange, overhead  sign 
supports  and  guardrail,  6-ft  left,  and 
7-ft  right,  Sta.  122  +  05. 


Overhead  sign  supports,  7-ft  right  and 
6-ft  left,  Colonial  Club  Interchange 
bridge  columns,  9-ft  right  andl6-ft 
left. 


50-i.,  DWG.  No.   26  I-IG-ING-15-4(4)ia2U2 

Median  drop  Inlet,  (typical) 
Sta,  142  +  00. 


SOUTM  QJ 

Sutte 
RIGHT  LANE 


50-12,  DWG,  No,  26  I-IG-ING-1 5-4<4)182i;Z 

Non-breakaway  sign  support,  ll-ft  right. 
'C2"  ramp.  Sta,  38  +15. 


51-1,  DWG.  No.  26  I-IG-ING- 1 5-4{ 4) 18202 

Overhead  sign  and  guardrail,  7-ft  rieht 
and  5-ft  left  on  "C2"  tamp,  Sta.  45  + 
10( 


51-2,  DWG.  No.  26  1-IC-INC-15-4(4)182U2 

Non-breakaway  sign  supports  on  't  2" 
ramp,  sta.  48  +  20. 


51-7,  DHC.  No.  26    I- IC-INC- 15-4(4) 18202 

Non-breakaway  sign  supports  on  "04" 
ramp,  Sta.  139  +  85. 
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51-6,  owe.  No.  26     I-IG-ING- 15-4(4) 182U2 

General  arrangement  of  "CI"  and  "C2" 
intersection  and  non-breakaway  sign 
support  on  "Cl"  ramp,  Sta,  47  +  10 


FA  P  NO  ■  I-IC-ING-15-4(4)182U2 
I-IG-INf:-n.4f4H,V|k,     l-L5-4f  ^>llj5  


\)  NORTH    a  ^ 

Great  Falls 
RIGHT  LANE 


51-3.  DWG.  NO.  26     I-IG-ING- 1 5-4(4) 182U2  51-5,  DWG.  No.  26     I-IG-ING-15-4(4)182i;2  51-4,  DWG.  No.  26  I.IG-ING-15-4(4)X82U2 


Colonial  Club  Interchange  open  median 
on  overpass. 


Overhead  sign  and  guardrail,  9-ft  left 
and  7-ft  right,  "cl"  ramp,  Sta,  63  +  22. 


Non-breakaway  sign  support,  7-ft  right 
on  "Cl"  ramp,  Sta.  75  +  00. 


r 


Townserio 

Caottol  Ar»a 

31-9,  DWG.  NO.  26     I-IG-1NG.15.4(4)182U2  51-8.  DWG.  No.  26     I-IG-INC 1 5-4(4) 182U2  50-3,  DWG.  No.  27     I-IG-ING- 15-4(4) 182U2 


Non- breakaway  sign  support,  iO-ft  right 
on  "03"  ramp,  Sta.  139  +  15. 


Fill  slope:     5:1  slope  2-ft  high,  then 
2:1  slope  ll-ft  high,  also  RCP  drain  in 
median,  "C3"  ramp,  Sta.   142  +  20, 


Railroad  overpass,  open  median  and  break 
in  guardrail,  Sta.   160  +  10. 


51-LO,  DWG.  No,  28  I-IG-INC- 15-4(4) 182 W 

1-15-4(5)185 
Cedar  Creek  Interchange  bridge  columns, 
7-ft  right  from  ramp,  and  l3-ft  left. 
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FA  R  NO.  - 
I-IG-INC-15-4(it)182U4  1-15-4(5)185 
 I-15-4f(.llft6 


52-5,  owe.  No.  28  1-IG-ING-15-4('.)182UA 

1-15-4(5)185 
Lane  cross-over  ramp  and  ditch  block 
with  median  inltt,  Sta.  203  +  00, 


52-4,  DWG.  No.  28    I-IG-ING-l5-4(4) 182U4 

1-15-4(5)185 
Cedar  Street  Interchange  overhead  sign 
supports  and  guardrail,  6.5-ft  left, 
and  7.5-£t  right,  Sta.  209  +  00. 


52-3,  DWG.  No.  29  I-IG-ING-15-4(4)182U4 

1-15-4(5)185 
Lane  cross-over  ramp  and  median  drop 
Inlet,     (lypical)    sta.  218  +  00. 


51-11,  DWG.  No.  29  I-IG- ING- 15-4(4) 182U4 

1-15-4(5)185 
Ditch  block,  28-ft  right,  Sta.  218  +  00. 


51-12,  DWG.  No.  29  I-IC-INC-15-4<4) 182U4 

1-15-4(5)185 
Non-breakaway  sign  supports,  14-ft  right, 
Sta.  225  -)■  00. 


52-2,  DWG.  No.  29     I-IG-ING-15-4(4) 182U4 

1-15-4(5)185 
Non-breakaway  sign  support,  14-ft  right, 
Sta.  227  +  25. 


52-1,  DWG.  No.  29  I-IG-ING-15-4(4)182U4 

1-15-4(5)185 
York  road  overpass  bridge  columns,  12-ft 
right  and  2l-ft  left,  Sta.  233  +  76. 


53-10,  DWG.  No.  30  1-15-4(6)186 

Median  drop  inlet,  (Typical) 
Sta.  315  +  00. 
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53-9,  nWG.  No.  30  I-. 5-4(6)186 

Culvert  end  and  inlet,  24-ft  rleht, 
Sta.  326  +  01*. 


53-8,  DWG.  No.  30 


1-15-4(6)186 


52-6,  DWG.  No.  31 


1-15-4(6)186 


Non-breakaway  sign  support,  20-ft  right, 
Sta.  331  +  00. 


Bridge  ends  and  concrete  canal  wall, 
Sta.  414  +  75. 


FA  P  NO  ■■  1-13-4(6)1 


HO 


52-7,  DWG.  No.  31 


1-15-4(6)186 


Median  drop  inlet  and  lane  cross  over 
ramp,     (Typical)    Sta.  432  +  00. 


52-8,  DWG.  No.  32 


1-15-4(6)186 


52-9,  DWG.  No.  33 


1-15-4(6)186 


52-10,  DWG.  No.  34 


1-15-4(6)186 


Bridge  over  Ehlers  corner  road, 
Sta.  459  +  66. 


Non-breakaway  sign  support,  16-ft  right, 
Sta.  556  +  00. 


Non-breakaway  sign  support,  20-ft 
right,  Sta.  609  +  00. 


53-6,  DWG.  No.  34 


1-15-4(6)186 


Lincoln  Road  Interchange  overpass, 
bridge  columns  l2-ft  right  and  21-ft 
left. 
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FA  P  NO.  ■  I-15-4<6)186 
1-15-4(9)194 


53-5,  EMC.  No.  34 


1-15-4<6)166 


53-1,  DWC.  No,  15 


1-15-4(6)186 


Non-breakaway  sign  support,  l8-fC  right., 
Sta.  632  +  00. 


Concrete  head  wall  5-ft  deep,  28-ft 
right,  Sta,  659  +  89. 


53-2,  DWC.  No,  35 


1-15-4(6)186 


Non-breakaway  sign  support,  20-ft  right, 
Sta,  662  +  00. 


53-4,  DWC.  No.  35 


1-15-4(6)186 


Non-breakaway  sign  support,  18-ft 
right,  Sta.  683  +  50. 


53-3,  DWG.  No.  35 


1-15-4(6)186 


72-in  RCP  with  F.E.T.S,  and  ditch  block, 
27-ft  right,  Sta.  724  +  60, 


53-1!,  DWC.  No,  36 


1-15-4(9)194 


Median  drop  iniet  with  lane  cross  over 
ramp.     (Typical)     Sta,  433  +  34, 


53-12,  DWG.  No.  36  1-15-4(9)194 

Ditch  block  with  4S-in  RCP  with  F.E.T.S. 
inlet,  10-ft  right,  (Typical) 
Sta.  433  +  34. 


54-1,  DWG.  No.  36 


1-15-4(9)194 


Pill  slope:     3jl  slope  3-ft  high,  then 
2:1  slope  13-ft  high,  Sta.  462  +  00 
to  Sta,  468  +  50. 


PHOTOGRAPHS 

NTERSTATE  SYSTEM 


FA  P  NO  :  1-15-4(9)194 


54-11,  DWG.  No.  38  1-15-4(9)194 

Steep  slope  in  median,  starts  at  Sta.  560. 


54-3,  DWG.  No,  40  1-15-4(9)194 

Non-breakaway  sign  support,  l8-ft  tight, 
Sta.   732  +  90. 


54-2,  DWG.  No.   38  1-15-4(9)194 

End  of  approach,  3:1  slope  4-ft  high, 
28-ft  right,  Sta.  578  +  91. 


54-4,  DWG.  No.  40  1-15-4(9)194 

Fill  slope:  3:1  slope  3-ft  high,  then 
2:1  slope  from  12-ft  to  40-ft  high. 

(Typical) 


54-10,  DWG.  No.  38  1-15-4(9)194 

Ditch  bank,  l;l  slope  4-ft  high,  rod 
at  28-ft  right,  Sta.  605  +  60. 


54-8,  DWG.  No.  40  1-15-4(9)194 

Noti  breakaway  sign  support,  15-ft  right- 
Sta.  764  +  00. 


54-9,  DWC.  No.  39  1-15-4(9)194 

Break  in  median  barrier.  (Typical) 
Sta.  553  +  90, 


54-5,  DWG.  Ko.  45  1-15-4(9)194 

Gates  of  the  Mountains  Interchange  open 
median,  Sta.  800  +  60. 
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FA  R  NO,  = 


1-15-4(9)194 
1-15-4(12)207 


54-7,  DWG.  No.  41 


1-15-4(9)194 


Fill  slope:    3:1  slop*  3-ft  high,  then 
2:1  slope  5-ft  to  18-ft  high.  (Typical) 
Stfl.  806  +  00  to  798  +  65. 


54-6,  DWC.  No.  41 


1-15-4(9)194 


Non-breakaway  sign  support,  18-ft  right, 
Sta.  814  +  20. 


lien 


SiFben 


54-12,  DWG.  No.  42  1-15-4(12)207 

Non-breakaway  sign  support,  18-ft  right, 
Sta.   1 160  +  00. 


55-1,  DWC.  No.  42 


1-15-4(12)207 


Non-breakaway  sign  support,  18-ft  tight, 
Sta,   14  +  25, 


55-7,  DWG.  No,  42 


1-15-4(12)207 


42-in  BCP  with  F.E.T.S.  and  ditch  block, 
27-ft  right,  Sta.  12  +  00. 


55-2,  DWC.  No,  42 


1-15-4(12)207 


Bridge  ends,  Sieben  Interchange, 
Sta.  19  +  68. 


55-3,  DWG.  No.  42 


1-15-4(12)207 


Median  drop  inlet  and  cross  over  ramp, 
3-ft  high,  1:1  side  slope,  Sta.  36  +  41. 


55-4,  DWG.  No.  43  1-15-4(12)207 
Median  barrier,  Sta.  73  +  30, 


PHOTOGRAPHS 


55-9,  DWG.  NO.  44               1-15-4(18)210  56-4,  DWC.  No.  44            I- 1 5-4(  i  8)2 10  55-10,  DWG.  No.  44          1-15-4(18)210  55-11,  DWG.  No,  44  1-15-4(18)210 

Guardrail  end  and  rock  back  slope,  20-ft  Rock  back  slope  and  break  in  guardrail,  Non-breakaway  sign  support  and  guard-  Bridge  ends  and  median  barrier, 

Co  30-ft  right,  Sta,  125  +  80  to  146  +  Ste.  136  +  50  to  134  +  50.  rail  end,  15-ft  right,  Sta.  146  +  50.  Sta.  161  +  55. 
50.     (Photo  at  128  +  08) 
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FA.P  NO  "  1-15-4(18)210 
1-15-4(20)212 


55-12,  DWG.  No,  45  1-15-4(18)210 

Rock  back  slope,  20-ft  right,  St«.  183 
+60  to  194  +  15. 


57-7,  DWG.  No.  46  1-15-4(20)212 

Cuardrail  end  and  fill  slope, 
Sta.  251  +  82. 


56-1,  DWG.  No.  45  1-15-4(18)210 

Non-breakaway  sign  support  and  guard- 
rail end,  14-ft  right,  Sta.  194  +  30. 


57-6,  DWG.  No.  46  1-15-4(20)212 

Concrete  head  uall,  20-£c  right, 
Sta.  260  +  34. 


56-3,  DWG.  No.  45  1-15-4(18)210 

Bridge  ends  and  mediae  barrier, 
Sta.  231  +  09. 


57-5,  DWG.  No.  46  1-15-4(20)212 

Concrete  head  wall,  20-ft  right, 
Sta.  268  +  58. 


57-8,  DWG.  No.  46  1-15-4(20)212 

Cuardrail  end  and  fill  slope, 
Sta.  238  +  45. 


57-4,  DWG.  No.  46  1-15-4(20)212 


Cuardrail  end  and  fill  slope, 
Sta.  282  +  66. 
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FA  P  NO.  ■  1-15-4(20)212 


56-6,  DWG.  No.  l*b 


1-15-4(20)212 


Non-breakaway  sign  support,  14-ft  right, 
Sta.  285  +  00. 


57-3,  DWC,  No.  46 


1-15-4(20)212 


Concrete  headwall,  20-ft  right, 
Sta.  285  +  66. 


1 


57-2,  DWG.  No.  47 


1-15-4(20)212 


Non-breakaway  sign  support,  14-ft  right, 
Sta.  3J9  +  00, 


57-1,  DWG.  No.  47  1-15-4(20)212 

Maintenance  turn  around  loop, 
Sta.  390  +  S2. 


56-12,  DWC.  No.  48 


1-15-4(20)212 


Non-breakaway  sign  support  and  island, 
14-ft  right,  Sta.  420  +  60. 


56-11,  DWG,  No.  48 


1-15-4(20)212 


Fill  slope:     5:1  slope  3-ft  high,  then 
2:1  slope  10-ft  to  l2-ft  high,  Sta.  444 
+  20  to  430  +  00.  (Photo  at  Sta.  444  + 

20) 


56-7,  DWG.  No.  48 


1-15-4(20)212 


Non-breakaway  sign  support,  l3-ft 
right,  Sta.  495  +  00, 


56-10,  DWG.  No.  49 


Ik 


1-15-4(20)212 


Non-breakaway  sign  support,  12-ft 
right,  Sta.  503  +  00. 
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FA  P  NO  ■ 


1-15-4(20)212 
1-15-4(25)218 


56-S,  DWG.  No.  49 


1-15-4(20)212 


14-£t  to  0"  X  9-fc  to  8"  SPPA  culvert 
ends,  25-ft  right,  Sta.  539  +  00, 


56-9,  DWG,  No.  49 


1-15-4(20)212 


Fill  slope:    6:1  slope  1-ft  high,  then 
2:1  slope  10-ft  high,  6-ft  right, 
Sta.  541  +  25  to  543  +  46. 


58-4,  DWG.  No.  50 


1-15-4(25)218 


Non-breakaway  sign  support,  l4-ft  right, 
Sta.  551  +  10. 


58-2,  DWG,  No.  50 


1-15-4(25)218 


Overhead  sign  support  and  rock  back 
slope,  sign  is  8-ft  right,  Sta.  578  +  38. 


58-1,  DWG.  No.  51 


1-15-4(25)218 


56-5,  DWG,  No.  51 


1-15-4(25)218 


Rock  back  slope  and  non-breakaway  sign, 
12-£t  right,  Sta.  587  +  75, 


Break  in  guardrail,  Sta,  591  +  AO  to 
Sta.  592  +  80. 


57-12,  DWG.  No,  51  1-15-4(25)218 
48-in  RCP  end  and  pit,  Sta,  619  +  96. 


57-11,  DWG.  No.  51 


1-15-4(25)218 


Non-breakaway  sign  support,  14-ft  right, 
Sta.  631  +  00, 
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FA.P  NO.  ■  1-15-4(25)218 
I-lC-^i(26)221 


58-6,  DWG.  No.  51 


1-15-4(25)218 


Non-breakaway  sign  support,  12-ft  riaht. 
Sta.  639  +00. 


58-7,  DWG.  No,  52 


1-15-4(25)218 


Fill  slope:    6:1  slope  2-£t  high,  then 
2:1  slope  11-ft  high,  Sta,  640  +  25 
to  642  +  00. 


57-10,  DWG.  No,  52  1-15-4(25)218 

Augusta  Highway  Interchange,  bridge 
columns,  8-ft  from  edge  of  traveled 
lane. 


57-9,  DWG.  No.  52 


1-15-4(25)218 


Bridge  ends,  Augusta  Interchange 
overpass. 


39-2,  DWG.  No,  55 


I-1G-4(26>221 


Break  in  median  barrier  and  inaintenance 
tum-around,  Sta.  823  +  81, 


59-3,  DWG.  No,  56  I-IG-4(26)221 
Median  barrier  end,  Sta.  664  +  20. 


59-4,  DWG.  No,  56 


Lane  cross  over  ramp  and  median  drop 
inlet.     (Typical)    Sta.  894  +  00. 


59-U,  DWG.  No.  57  I-IG-4( 26) 221 

Craig  Interchange  overpass,  bridge  ends 
and  guardrail,  Sta.  950  +  00, 
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FA  R  NO.  ■  I-IG-A<26)221 
1-15-4(28)228 


59-5,  DHG,  No.  58  1-10-4(26)221  59-10,  DWC.  No.  58  1-10-4(26)221 

Median  barrier  and  l8-in  x  24-in  CUBA  11-ft  to  5-in  x  7-ft  to  3-ln,  SPPA 

with  F.E.T.S.,  15-ft  left,  Sta.  976  +  00.  25-ft  right,  Sta.  997  +  00, 


59-6,  DWG.  No.  58  I-IG-4(26)221  59-7,  DWC.  No.  58  I-IG-4(26)221 

Guardrail  end  and  fill  slope.     (Typical)  Guardrail  end  and  fill  slope, 

Sta,  1026  +  55.  Sta.  1032  +  78, 


an 

59-8,  DWC.  No.  58  1-10-4(26)221 

Bridge  ends  and  guardrail^  railroad 
crossing,  Sta.  1040  +  88. 


59-9,  DUG.  No,  58  I-IG-4(26)221 

Bridge  ends  and  guardrail,  Missouri 
river  crossing,  Sta.  1051  +  22. 


60-3,  DWC.  No.  59  1-15-4(28)228 

Bridge  ends  and  guardrail,  Stlckney 
creek  crossing,  Sta.  1089  +  57, 


60-4,  DWG.  No.  60  1- 1 5-4(28)228 

Rock  back  slope,  20-ft  right, 
Sta.  1162  +  50  to  1175  +  00. 
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FA  P  NO.:  1-15-5(23)23^. 

1-182  5  &  6 


60-11,  DWG.  No.  61 


1-15-5(23)234 


Canyon  Interchange,  bridge  columns  and 
guardrail,  Sta,  1452  +  00, 


60-12,  DWG.  No.  62 


1-15-5(23)234 


Rock  backslope,  20-ft  right, 
Sta.  1477  +  75  to  1484  +  75. 


60-10,  DWG.  No.  62  1-15-5(23)234 

Guardrail  end  and  deep  £111, 
Sta,  U67  +  50, 


60-9,  DWC,  No.  62 


1-15-5(23)234 


Guardrail  end  and  deep  fill, 
Sta,  151S  +  53, 


60-8,  DWG.  No.  63  1-15-5(23)234 

Railroad  crossing  and  Missouri  River 
bridge,  Sta.   1582  +  27, 


60-6,  DWG.  No.  64  1-15-5(23)234 

Bridge  ends  and  guardrail.  County 
road  overpass,  Sta.    1624  +  95, 


60-5,  DWG.  No.  64  1-15-5(23)234 

Concrete  curb  and  median  barrier, 
Sta.   1650  +  50, 


60-2,  DWC.  No.  65  1-15-182  3  4  6 

County  road  overpass  and  open  median, 
Sta,  341  +  50, 
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1-15-5(26)271 

60-1,  DWG.  NO.  65              1-15-182  5  4  6  59-12,  DWG.  No.  65         1-15-182  5  &  6  61-1,  DWG. No.  66  1-15-5(26)271  61-2,  DWG.  No.  66  1-15-5(26)271 

Fill  slope:    4:1  slope  3-ft  high,  then  Lane  cross  over  ramp,  Sca,  463  +  75.  Core  Hill  Interchange,  bridge  columns  Median  concrete  catch  basin,  ditch 

2:1  slope  13-ft  high,  Sta.  367  +  50  to  (Typical)  and  guardrail,  11.5-£t  right  and  22-fc  block  and  24-in  RCP  end,  24-ft  right, 

358  +  25.  left,  Sta.  474  +  75.  Sta.  482  +  00, 


61-3,  owe.  No.  67  1-15-5(26)271 

Spur  Interchange,  Bridge  columns  and 
guardrail,  13-ft  right  and  22-ft.  left, 
Sta.  536  -I-  44. 


61-7,  DWG,  No.  67  1-15-5(26)271 
Overhead  sign,  Sta.  531  +  50. 


61-4,  DWG.  NO.  67  1-15-5(26)271 

County  road  overpass  bridge  columns, 
15-ft  right  and  7-ft  left, 
Sta.  564  +  51. 


61-6,  DWG.  No.  67  1-15-5(26)271 

30-in  CMP  with  P.E.T.S,,  24-ft  right, 
Sta.  563  +  10. 
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61-5,  DWG,  No,  67 


1-15-5(26)271 


Pill  slope  and  guardrail  end, 
Sta.  568  +  22. 


6L-9,  DWG,  No.  67 


1-15-5(26)271 


61-8,  DWG,  NO.  67 


1-15-5(26)271 


Spur  Interchange,  overpass, 
Sta.   538  +  75  on  "E"  Line. 


Spur  Interchange,  overhead  sign, 
Sta,  550  +  00  on  "E"  Line. 


FA  P  NO  :  1-15-5(26)271 
^  T-lC-315-5(3)272 
1-10-15-5(20)273 


61-10,  DWG.  No.  68  I-IC-3l5-5( 3)272 

Bridge  Street  overpass,  Sta.  20  +  70, 


bl-U,  DWG,  No.  68  I-rG-315-5(3)272 
Railroad  crossing  overpass,  Sta.  28  +  68, 


62-2,  DWG.  No,  69  1-10-15-5(20)273 
Sun  River  bridge,  Sta.  586  +  99, 


62-3,  DWG.  No.  69  I-lG-15-5(20)273 
County  road  bridge,  Sta.  59^.  +  93. 


61-12,  DWG.  NO.  67        l-IG-l5-5(20) 273 

Central  Avenue  Interchange,  bridge 
columns,   16-ft  right  and  21-ft  left, 
Sta,  620  +  29. 
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FA  P  NO  -  I-IG-15-5(20)Z73 
1-15-5(9)275 


62-4,  DWG.  No,  70  1-10-15-5(20)273 

Central  Avenue  Interchange,  overhead 
sign  support  and  "KU"  Ramp  and  "K"  Line 
intersection. 


62-5,  DWG.  No.  70  1-10-15-5(20)273 

Central  Avenue  Interchange,  Overhead 
sign  support  and  "K2"  and  "Kl"  Ramp 
interscc  tion. 


62-6,  DWG.  No.  70  l-lG-15-5(20)273 

Central  Avenue  Interchange,  overhead 
sign  support  and  "Kl"  and  "K2"  Ramp 
Intersection. 


62-1,  DWC.  No.  71  I-IG-l5-5(20)273 

3Ath  Street  overpass  bridge  columns, 
l4-ft  right  and  21-ft  left. 


[ 

m 

/■' 

62-7,  DWG.  No.  72  I-IG-15-5(20)273 
Emerson  Junction  bridge,  Sta,  722  +  28. 


62-8,  DWG.  No.  72  l-IG-15-5(20)273 

Non-breakaway  sign  support,  Emerson 
Junction  Interchange,  SCa.  77  +  20 
"B"  Line. 


IL 

62-9,  DWG.  No,  72  1-10-15-5(20)273 

Emerson  Junction  bridge  columns,  11-ft 
right  and  6-ft  left,  Sta.  85  +  £*U  "h" 
Line. 


62-10,  DWG.  No.  73  1-15-5(9)275 
Lane  cross  over  ramp,  Sta.  818  +  00, 
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FA  P  NO  1-15-5(9)275 


62-11,  DWG.  No.  73 


1-15-5(9)275 


64-10,  DWG.  No.  73 


1-15-5(9)275 


Non-breakaway  sign  support,  18-ft  right, 
Sta.  833  +  00. 


Bridge  ends  and  break  In  guardrail, 
Sta.  875  +  00, 


52-12,  DWG.  No.  74 


1-15-5(9)275 


Non-breakaway  sign  support  and  sign 
Island,  Sta.  934  +  35. 


64-9,  DWG,  No.  75 


1-15-3(9)275 


Short  section  of  guardrail  not  re- 
quired, Sta.  981  +  12  to  979  +  09, 


bi-l,  nWG.  No.  75 


1-15-5(9)275 


Non-breakaway  sign  support,  18-ft  right, 
Sta,  988  +  90. 


54-8,  DWG,  No,  75 


1-15-5(9)275 


Manchester  Interchange,  bridge  ends 
and  open  median,  Sta.  999  +  10. 


64-7,  DWG.  No.  75 


1-15-5(9)275 


Non-breakaway  sign  support,  16-ft  right, 
Sta.  1007  90, 


63-2,  DWG.  No.  75 


1-15-5(9)275 


Non-breakaway  sign  support  and  sign 
island,  16-ft  right,  Sta.  1032  +  00, 
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RA  P  NO  -  1-15-5(9)275 


64-6,  DHG.  No.  76  1-15-5(9)275 

Non-breakaway  sign  support  and  sign 
island,  16-ft  right,  Sta.  1152  +  00. 


64-5,  DWC.  No.  76  1-15-5(9)275 

Hon-breakaway  sign  support,  14-ft  right, 
Sta,  1081  +  35. 


63-3,  DWG.  No.  77  1-15-5(9)275 

Non-breakaway  sign  support  and  sign 
island,  16-ft  right,  Sta.  1093  +  00. 


64-4,  DWG.  No.   77  1-15-3(9)275 

Fill  slope:    6:1  slope  2.5-ft  high, 
then  maximum  depth  2:1  slope  20-ft 
high,  Sta,  1089  +  00  to  1094  +  00. 

(Typical) 


63-6,  DWG.  No.  77  1-15-5(9)275 

Bridge  ends  and  break  in  guardrail, 
Sta.  1144  +  92, 


64-3,  DWG.  No.  77  1-15-5(9)275 
Bridge  ends,  Sta.  1144  +  92. 


64-2,  DWC.  No.  77  1-15-5(9)275 

Non-breakaway  sign  support  and  sign 
island,  16-ft  right,  Sta.  1172  +  00. 


64-1,  DWC.  No,  78  1-15-5(9)275 

Fill  slope:     6:1  slope  2,5-ft  high 
then  1^:1  slope  15-ft  high,  Sta.  1175 
+  00  to  1183  +  70. 

PAGE  NO  iO 


PHOTOGRAPHS 

INTERSTATE  SYSTEM__LlL1 


FA  P  NO  ■  1-15-5(9)275 


63-5,  DWG.  No,  78 


1-15-5(9)275 


Vaughi  Junction  Interchange,  Concrete 
curb  and  trail  across  gore,  Sta.  1201 
+  07  "E3"  Ramp  exit. 


63-12,  DWG.  No.  78 


1-15-5(9)275 


Vaughn  Junction  Interchange,  concrete 
curb  and  trail  across  gore*  Sta.  1207 
+  50. 


63-6,  DWG.  No.  78 


1-15-5(9)275 


Vaughn  Junction  Interchange,  concrete 
curb,  24-in  RCP  and  guardrail  that  is 
not  required,  intersection  of  "E4" 
Ramp  and  Mainline, 


63-7,  DWG.  No.  78 


1-15-5(9)275 


Vaughn  Junction  Interchange,  overpass 
columns,  6-ft  right  and  16-ft  left, 
Sta.  1215  +  50, 


63-11,  DWG,  No.  78 


1-15-5(9)275 


Vaughn  Junction  Interchange,  concrete 
curb  in  gore,  Sta,   1220  +  00. 


/ 

63-10,  DWG.  No.  78 


1-15-5(9)275 


Non-breakaway  sign  support,  16-ft 
right,  Sta.  1223  +  60. 


65-2,  DWG.  No,  78 


1-15-5(9)275 


Vaughn  Junction  Interchange,  inter- 
section of  "E3"  and  "E4"  ran^s,  concrete 
curb  and  guardrail  that  is  not  required, 
Sta.  1205  +  00. 


64-U,  DWG,  No,  78  1-15-5(9)275 

Vaughn  Junction  Interchange,  Missoula 
Site  access  road,  Sta.  1202  +  00  on 
"EV  Ramp, 
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FA  P  NO  =  1-15-5(9)275 


64-12,  WC.  No.  78 


1-15-5(9)275 


Vauglta Junction  Interchange,  Intersection 
of  "EI"  and  "El"  Ramps,  Sta.  11  +  60. 


65-3, DWG.  No,  78 


1-15-5(9)275 


65-1,  DWG.  No.  76 


1-15-5(9)275 


63-9,  DWG.  No.  79 


1.15_5(9)275 


Vaughn  Junction  Interchange,  Inter- 
section of  "El"  Ramp  and  "E"  Line, 
Sta.  1216  +  25. 


Vaughn  Junction  Interchange,  Non-break- 
away overhead  sign  supports  and  guard- 
rail protection,  Sta.  16  +  88  "E"  Line. 


Non-breakaway  sign  supports,  12-ft 
right,  Sta.  1231  +  65. 


63-8,  DWG.  No.  79 


1-15-5(9)275 


Non-breakaway  sign  support,  16-ft  right, 
Sta.  1244  h  00. 
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FA  P  NO  ■  l-IG-INC-15-8(3)351 


bd-i*,  DWG.  No.  80  I-IC-ING-15-a(3)35l 

Non-breakaway  sign  support  and  sign 
island,    16-ft  right,  aCa.   108  +  65. 


DWG.  No.  80  I-IC-INC-L5-S(3)35I 

Non-breakaway  sign  support,  10-ft  right, 
Sta.  118  +  70. 


65-5,  DWC.  No.  80       I-IG-ING- 15-8(3)351 

Non-breakaway  sign  support,  16-fC  right, 
Sta.  128  +  55. 


65-6,  DWC.  No.  81  l-lC-lNG-i5-8(3)35l 

West  Shelby  Interchange,  concrete  curb 
in  gore  "E4"  Ramp  exit. 


66-3,  DWG.  No.  81  1-IC-INC-15-8(3)351 

West  Shelby  Interchange,  concrete  curb 
in  gore  intersection  of  "El"  Ramp  and 
Mainline. 


65-7,  DWC.  No.  81  I-IG-1NC-15-8(3)351 

West  Shelby  Interchange,  concrete  curb 
in  gore,  intersection  of  "E^t"  Ramp  and 
Mainline. 


66-2,  DWG.  No.  81  I-1G-ING-15-8(3)351 

West  Shelby  Interchange,  guardrail  not 
required  and  concrete  curb  in  gore,  "E3" 
Ramp  exit. 


65-8,  DWG.  No.  81  I-IG-ING-15-8(3)351 

West  Shelby  Interchange  bridge,  break  in 
guardrail  and  cross  over  ramp,  Sta.  145 
+  23. 
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66-5,  DWG.  No.  81     1-lG-ING- 15-8(3)351  66-6,  RWC.  No.  SI     1-1G-ING-15-8(3)351  66-7,  DWG.  No.  fil       l-rG-ING-15-8(3)351  66-8,  DWG.  No.  81  1-1G-ING-15-8(3)351 

Non-breakaway  sign  support,  8-ft  right,  Overhead  sign  support  and  guardrail,  West  Shelby  interchange,  bridge  columns.  Overhead  sign  supports  and  guardrail, 

Sta.  118S  +  30.  Sta.  1196  +  10.  9-ft  left  and  15-ft  right,  Sta.  1201  +  65.        Sta.  1208  +  10. 


66-1,  DWG.  No.  82  I-IG-INC-15-6C3)35l 

Non-breakaway  sign  support,  16-ft  right, 
Sta.  198  +  00, 


65-9,  DWG.  No.  83  1-IG-ING-15-8(3)351 

North  Shelby  Interchange,  overpass  bridge 
columns,  11-ft  right  and  26-£t  left, 
Sta.  212  -I-  14. 


65-12,  DWG.  No.  83  I-IG-ING-15-8(3)351 

Non-breakaway  sign  support  in  gore, 
Sta,  225  +  75. 


65-11,  D\JG.  No.  Hi  1-IC-1NG-15-8(3)351 

Non-breakavJay  sign  support  and  deep 
fill,  16-ft  right,  Sta.  229  +  05. 
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65-10,  DWC.  No,  83  I-1G-ING45-8(3)351 

Non-breakaway  sign  support  and  sign 
island,  16-ft  tight,  Sta.  251  +  00. 


66-9,  DWC.  No,  83     1-IG-ING- 1 5-*C 3 ) 351 

Concrete  island  in  gore  and  bridge  ends, 
North  Shelby  Interchange,  Sta.  90  +  50. 


67-1,  DWG.  NO.  86 


1-15-8(11)383 


Non-breakaway  sign  support,  17-ft  right, 
Sta,  1810  +  00. 


66-12,  DWC.  No,  84 


1-15-8(11)383 


Non-breakaway  sign  support,  16-ft 
right,  Sta.   1820  +  00. 


66-10,  DWG.  No.  86  1-15-8(11)383 

Non-breakaway  sign  support,  18-ft  right, 
Sta.   1830  +  50. 


66-11,  DWG.  No.  86  1-15-8(11)383 

SweeCgrass  Interchange,  Bridge  columns 
6.5-ft  right,  5-ft  left,  Sta.  1867  +  10, 
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